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The Gentle Craft. 
A DISCOURSE. 


Conta ining many matters of De- 
light, very pleaſant to be read: 


Shewing what famous men have 


been SH OOMAEE RS in time paſt in 
this Land, with their worthy deeds and 
great Hoſpitality. 


'Declaring the cauſe why it is called the GE NLE 
Carr: and alſo how the Proverbe firſt grew; 


th 


— 


ard A Sboomakers Son u a Prince born. T. D. 


— 


Wich gentleneſſe judge you, 
At nothing here grudge you 
The merry Shoomakers delight in good ſport, 
What here is preſented, 
Be therewith contented; 
And as you doe like it, ſo give your report. 
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good Yeomen of the 
GENTLE CRAFT. 


Ou that the gentle craft profeſſe, liſt to my words both more 
* And i foal tei you . of worthy and renowned L. 
And diuet Lordi and Knights atfd;thad were ſhoomaker s Frog agovy 
Some of them in their diff reſſe, delighted in thiebhufinefe; © (trade? 
And ſome, for mbo great wait was laid, did ſave their lives bythis ſame 
Other (ome, in ſpott an d gar, delighted mmeh10 learme the fame, 
No other Trat it all che Land, they thought fo — bam; 
For evermure tley it ili did nd, 2h#t froomakerrbote a gillum mul: 
Men theywere of higb conceit , the which wronght man a merry t] 
Stout of courage were they ſtill, and in their weapons bad great Al., 
Travellers by ſea andland, each Country gwifeto nnderftind, 
Wrong they wrought not any mas, withreaſon all things did they [6th © 
Good houſes keprthey euermore, releeving both ihe ficke aud pobre. 
In lam no mony would ibey ſpend, their quarrels friendly would they en 
No malice did they beare to any, hut ſhew'd great favour unto 2 
Offences ſoone they world forgive, they would not in contention lies:: 
Thus in joy they ſpent their dies, with pleaſant fongs aeg gende hig, 
And God did ble ſſe then with content: ffictent for them he fear Jn F 
And neveryet did any know, a ſhnomaker a begging ove: [OO 
Kind are they one to another, ufing each ſtranger as bis brother, © © 
That liv'd ſhoom hers of old, as ancient writers have it told: K 2 


And thuar Kom ſti would be, ſo fame from them Bll neter fee, Fe 
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teous Readers, health. 


2 Aw Saint Hugb was ſon unto the renowned King of 
4 be, a noble Brittaine borne, who in the prime of his 
| 5 tes loved — faire — _ Was — 
| only daughter of Danwallo,which was the | i at 
| "Ererraigned i T egins, which is now called — ſhe 
E. all offers of love, was onely pleaſed with 2 religious 
Life. Her father was ſent io Rome, & diedywhoſe Lady leftherlife 
Fong before. This Virgin therefore forſoakher fathers Princely 
Palace in Pont P made her whole abiding in the moſt ſweet 
leaſant valley of Sicmaumt, and lived there ſolitarily, andcare.. 
eſſe of all company or comfort. It chanced that in Summers 
heate, this faire Virgin being greatly diſtreſſed for lack of drink, 
and not knowing where $0 ger any, there ſprang up ſuddenly a 
Chriftall ſtreame of moſt ſweer and pleaſant Water out of the 
hard ground, whereof this Virgin did daily drinke: unto the 
which God himfelfe gave ſo great a vertue, that many people 
having beene waſhed therein, were healed of divers and ſundry 
yr wherewich they were borne, Moreover, round a- 
Donut this Well, where this Virgin did uſe to wallte, did grow a 
Hunde bf Moſſe, which is ofa moſt fweet ſavour, and the colour 
fttzhereof is as freſh in Winter as in Summer; ſo that lying there- 
on, you would ſuppoſe your ſelfe to be on a bed of Downe per- 
Fumed with moſt precious odours, And what of all this Mas- 
ry read the booke and you ſhall know]; but read nothing except 
you read all, And why ſo? Becauſe the begining ſhewes not the 
middle, and the middle ſnewes not the latter end, 


A | And ſe farewell, 


To all cour 
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The — Hibory of S.HU GH, and firſt of 


; all his m ſtant love to the faire Virgin 
| „ WINIFRED. 
I? y | 3 — — . „ haunig 
eee 2 3 
done of the faire Utr diſdain 


was the chicfe — 7 7 care, —— 2 
( ceined many infinite ſo:rows fo2 her ſake: hut 
jy 26 freq of water being ſtopt, onerflow: 


n doth bur ſt out 
tafo 2 of —5 which may male contented Lo- * 
uer to ſæk ſome meanes to appeafe feof 
thoughts, whereupon be. 
Hugh, let not a few froward 
they*onue to be iatreated . 
would make 


* 
would keine ſt haue. imes vvinitre In 
peter kauours may exceed her frotwarpnefſe. The Dunne 
ometimes ouercatt with clonds, fo that hib. bꝛigbtneſle is nk 
fene. In wars ſhe ſozer the fight ts, Lt, by ao s the glozp k 
the victozp ; ad the harder.a yomants fie Te 9 
her loue when (6s obtained: — ee ry ky ane SM 
my koꝛtune, 1 what ſuc ceſſe my ſute ſhall find. On this re⸗ 1 
ſolutfon fir Hugh returned to V Vinifreq,greeting her thus. Now 
— L.A, haumg —— — oe remembꝛance of vour ſharpe 
ſwers ; J come again in ane w conceff, to re bius an old ſufe, 
andta ſee if the change of the day oil yeeld a chance of dolours. 
Crneiy Sir Hugh (quath We) A, — change of the day van 
baue changed vous opinion dur will be d2fucn away 
3 well well enen but es fonchtg your e Hall He needieſſe to 


gong to pzeferre it 
Hugh Ke fothat you wil 
. Iccept cooker TY t you wil mae, 
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The pleaſant Hiſtory 
iu lending it bac k ihe page fri whence i pꝛocteded, and J 
vir ia op A. 2 ya Ny lane as vout a dy hy 

en belike J am not welcome, e 

welcome to ine, as aftoune io a vilteelley War e * 
greatly that reaſon will not rule you, nor woꝛds win —— 
vour wilfulnelle: if you were as wear y to wooe as J am weary 
toheare vou, Jam perl waded that 15 fnce you would hang 
ceaſed your vaineſute. Bou thinke by perkwaſions to turn 
mpopinion; but as well you may thinke that you may quench 
fire with oyle: there fore I pꝛay pou god fir Hugh, be not lo tedi⸗ 
ous vnto me, noꝛ trouble tome to your ſelfe, 

Come, come, quoth he, all this will not ſerue pour turn, ponder 
with thyſelfe Wimfred that to att fatre, O that thou ert ag fa- 
vourable; th py oy Jath bo ta abert thy lerunnt u 
to cafe til Alen. ne ther, oz my leite be pol 
eaten At in 7 8 8 
ſonne, taine not the Fo true ; war court 
'obſtinacy, but be thou as 1 an > courtly. and gentleas 
thou art noble, aud then tha «rhe = — 

Wirited perteſhing that itari brock 5 rat 


2 a was fo ext, « 
nate note erate pa 


though your ouerhaſtin 
bord oper hore vou, it pou 1 a giue me ont months 
reſpite to tonũ der on this matter, aud may de that vpon m 

A ſhall be pieaung vnto pdu, and Ay at a all 


Fake Le us da6th de fat be tt frontinp heart to dene 
rede J am tantent to Haba month kom thy ig 4 1 75 i 
£\wo 62 thzee, vpon conditfoff that thou wouldelf they graut me 
Fthy god will: thzee months.although t he very long. pet it will 
1 laſt, and J could be 185 2 — tobe dead fo2 
bp lake intenuch that mp life iti d hy thy lone. 
Fa (gtd Winifr Haß thꝛee Yo wi d Euer: by 
122 a Paid may ſee how ready meu are bpon à liaht ac caſion to 
take long daies, whole loues are like à Ferne buſh, ſoone (ct on 
fire, and ſcone en it is ſo. * kalth ſir Hugh, 3 
doe me are to try vou be * 
ia Pardon me faire v ox aus 11 High if vol fongue doe out- 
flipmp wit: in truth Xſpeake but to. Aether, "though ta dit⸗ 
pleaſe myſelfe : hut I pʒaꝝ thee. let it not be three denke no; 
ſhꝛee quarters ot an aL thou wilt. | 
1 manthscome 772 ſhe). 


me gain 


*. 


of the Gentle Craft; 

the full, and id on ſir Hugh be gone: but if J doe euer hear (ron 
thee, oꝛ ſ& thee bet wirt this tune and the time p2efired. will ko: 
euer heratter blot thy name out of mp bake of Remembꝛances, 
and neuer veild thee that courtiſte which thorr at this time ſo car 
neſtiy intreateſt og. | 

Sir High vpon-theſe woꝛds departed bet wirt hope and dead. | 
muchliketoaman committing a trelpalle*, that ſtayed foz the | 
— of life o2 _ be dow bath 8 i 

| man, q E, mp 9uer-Kippery tongue 

lengthened the time ofmploarow e dhe of Her fete most courte- 
. zue ſted of me but one months ſtay, "willingly 
a 
like the 


tret ly added theretq eight werks moꝛe ol miſery much 
d, that hauing e giuen him to paire his nailes, 

did there with murder himſeike. 

Now J could wilh that the Sun had Cagles wings, fwiftly to 


ee ge began e count; 55 bares ann geren that 
were abe talling(in a manner to diſpaire with him- 
ſelfe hel them ſo many in number: and theretuithall 


melancholity and ſadly he went fo his Fathers houſe, where his 
bother Ori h found by his :countenance the perfea map of a 


ue loner : re be ſat vnto hw. 
e eee 19 ech falre benut y ſo grrat⸗ 
2 Foe AS vou cannot ſpeake a merry woꝛd to your: 
triende, but ut in acozner , as if pet were tongueleſſe like a 
Stock - tuſh bzother, women are like ſhaddowes. foz the moze a 
man followes them the faſter they rim away: but let a man turn 
his courſe, and then they will pꝛelent ly koll w him. That, man⸗ "MY 
pluck vp a gos heart: ſeʒ there are 1020 women nom, than tiuew 22 
the time or out old father Adam. as 8754 
O, taid Hugh, were there ten thouſand times moze than there 
are nom. what were that to me, if VVinifred be vnkinde - pet is! 
the the ople that ſtillmaintaines che lampe gf my light, and with⸗ 
ont her there is nothing tomloꝛtable to my igt. 
Then replied Grim) you ate as much traubled in lou?, as a 
Goat in annaglie; and as blind us lie in October ; that wilt 
ſtand iii while a man tuts off his head. Come, noe a hunting 
with me, that will dziue away your one rf conceits, and you 
thailſee that theleithzee 


— —— tonte vpon vou as a quar-; 
ter day wion's man | readpty-; 


| neuer a penney re 
payment his rent. 1.5 by 
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The pleaſint Hiſtory 


\  Cuar, II. 


How beautifull Winifred being overmuch ſuperſtitious, for- 
ſooke her fathers wealth, and lived poorely by a ſpringing foun- 
taine; from whence no man could ger her to goe; which Spring 
to this day is called Winifreds Well. | 


Inifred, who had but of late pteres with her owne father re- 
teined the Chꝛiſtian Fatth, became ſo ſuperſtitious, that 
ſhe thought the wealth ol the woꝛld fo: euer would haue been an 
heaup burthen fo2 Her ſoule, and have d2awne her mind from th 
loue of her Paker; wheretoze fo;ſaking all manner of e E 
vomp, ſhe liued a long time r rd by the ſide ol a mot 
pleaſant ſpꝛinging well;from which place neither her friends by 
intreaty, noz = Sby violence could N her; Sir 
Hugh heat ing, he went thither immediately after vnto her, which 
was the tine limited bythem both, and finding ber mind altoge⸗ 
ther altered, he wondꝛed not a little what ſhe meant. And when 
' he apzoached neare vnto the place where ſhe ſate, al ſuted in ſim- 
ple atttre, he ſaluted her with theſe wozds, | 
© Allhealth fo fafre VVinifred: J 3ruft (mp Deare) that nol the 
De ſtintes haue y&ldeda conuentent oppoꝛtunity . iſh 
mylong begun ſute, with the end of mp koꝛmer ſo2zrowes, Long 
amd te dious hath the winter of my woes bene, which with nip- 
ingeare hath blaited the beauty of mp full delight, which 
like neuer againe to floʒiſh, exte pt the baight Sun · ine of thy 
fanour doe renew the ſame :therefo:e (fafre Loue) remember thy 
P2omile made vnto me, and put me no moꝛe off with vnpleaſing 


de lapes. 
She (which all this while ſate ſolemnly reading in her boke) 
tent little eare vnfo his woꝛzds; which he perceiuing, pluckt her 
by the arme ſaying: Wherefoze anſwereth not my fafre Leue, 
to her deareſt perplexed friend 5 k | 
- What would you haue, quoth the ⸗ can J neuer be quiet fo; 
pou : fs there ns co2ner of content in this wozld to be found ? ' 
Mes VVinifred, ſaid he, content dwels here, v2 no ten⸗ 
tent me, and J will centent thee. It my content maybe thy con- 
tent, then read this bok;and there reſts content,. laid Winifred; and 
ik theu refaſe this, then guink not to fend onearth; 7 
Sir Hugh replied, Whaf,is this all the reward J ſhall haue fo; 
obeying your heart-cnffing commandement. Þaue A thus — 


— — een Cr 


tenet er (by thy beauty, and fince 
Ne ene e heart hath retcetued toy in thy great 


entleneſle-: 
efo ougutte ſaid ſhe; what tht months is that you 
= = — — part Jad aTCure re pou that ths: far out ofmp mind 
Ce be) haus you fozotten me, « there withall 
lone whtch-wasſoeffectually grounded vpon your godliking⸗ 
— — 1 — —.— an s bs my confent. 


2 ing as 2 ſnow M harneſt; my loue 
is fled to heauen, from whence no earthly man can fetch it, and 


there toꝛe build not an vnine oe, 97 dor 82 dhe feife 
by following at lone earthly 2 
ft wall be thee, | hate beer an earthly 


dies lone; 1 — ts g ektes ds fo2 ever, in this world, => 
in the wozld to tome: and this 3 moſt e intreat thee to 


take foꝛ ob yn anſwer, 
Withers pi bio headafi ali de — wm bitterly, 
and c er his 
Lone, ou D We Ma Mears agate after his 
1 ;  yow many ſo2rows are fond men 1 by 
— k care, ether ien fter the h WA nnd 
225 ulke of c alter 
P Ster tnchimthi 2 3 et full 1 1 thinke 
that fo hard —_— could hae bin d vonder fo and 
ouing a coumenante: but ſeeing that my gad 2 is bun vn- 
kin uſted, iofatogetherrbhoxre the the outer women, 
ſeekethe wo2ld th2oughont J will find ont ſome 
e — — me 1 of ſath t cattell doe bꝛeed. 
haſty humour he made pꝛe parat ion ſoz 
e bimſelfe after thenatureof > | 
olly man and arrit 11 he toke his ioutney tos 
es ae ate Cttyſat that time) was wel repleniſhed with 
many ceodlyfaire women, as wel as ricaine, though fohia think: 
ing nothing folouely , buf neuertheleſſe what they wanted in 
p,they bud in din bzauery : which when fir uz>ſaw, he ſud⸗ 
veprie fromthat plate, counting it the moſt pernictous 
place the whole Country; andfromthence he went info kay, 
where he kound ſuch Cately Dames, and loueiy Ladies, whem 
nature had adoꝛned with al perfection ol out ward beauty. whole 
ſi ght put him again ir remembꝛance ol his faire lone; which liłe 
freſh elne angmenfed _ flame of his burning veſt 0 — 


LE 


quoth ſir Hugh) is a fit place fo2 melancholy men; where it is 
pofed no women dos liue, inſomuch that their delicate bodies 


tcãnot abide the ſalt ſaus; of the tag waues: if il be re 
will J make mp reſidence,count | ith moſt bee =—a vn- 
der heauen. But he was no ſoner ſet on land, but he beheld 


Whole fropes of lotelp Ladies, paſſing vp and done in moſt 
ſumptuous attire , framing their geffures anſwerable to their 
beauties and comlp perſonages, 
1 2 5 JIſ&(quoth ſir Hugh) that the whole: world is intected 
h theſe deteiunng Sxrens, there lee in vain it is foz me to ſiek 
fo that J ſhall neuer find; and ther wit hall fought fo: ſome houſe 
where in he might hide hfmſelfs from chem. But by that time he 
was ſet toſupper, comes a crue of courtlike dames richly atti⸗ 
red, and with wanton efes « pleaſant ſp&ech they boldly ſate down 
Hp him; & per ceiuing him fo be a franger,thep were not ſtrange 
fo allure him to their delight: wherefs2e while he ſate at meate, 
they ptelded him ſuchmirth as their beſt skill could affozd ; and 
retching their nimble fingers, playingon their ſweet ſounding 
#ſtruments.they ſang this enſu f ſong, with ach cleare 4 qua- 
uering voices, as had bin ſufficient fo allure chaſt-hearted Xe 
nocrat*s vnto folly : and ſtil as thep did ſing, ſtir Hugh anſwered in 
the laſt line, inſomuch as it ſemed fo be a dialogue bet wen them; 
and in this manner following, ſhe women began the” ſong. - - 


The Curtiz.ans ſong of Venice. 
Ladies, Elcome to Venice, gentle courteous Knigh?, 
Caſt off fond care, and entertaine content 


— — 


— — 


—— — 
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of the Gentle Craft. 
If any here be graciousin thy ſight, 
Doe but requeſt, and ſhe ſhall ſoone conſent: 
Loves wings are ſw ift, then be not thou ſo flow; 
Fixgh. Oh that faire Winifred would once ſay ſo. 
Ladies. Within my lap lay downe thy comely head, 
Andlet me ſtroke thoſe golden locks of thine, 
Looke on the teares that for thy ſake I (hed, 
And be thou Lord of any thing is mine, 
One gentle loobe upon thy Love beſtow. 
Fixgh. Oh that faire Finifred would ouce ſay ſo. 
Ladies. Embrace with joy thy Lady in thine armes, 
And with all pleaſures paſſe to thy delight: 
If thou doeſt thinke the light will worke our harmes, 
Come, come to bed, and welcome all the night; 
There ſhalt thou find, what lovers ought to know. 
Hugh, Oh dlut faire Winifred would once ay ſo. 
Ladies, Give me thoſe pearlesas pledges of thy love, 
And with thoſe pearles the favour of thy heart: 
Doe not from me thy ſugred breath remove, 
That double comfort gives to every part: 
Nay ſtay ſir Knight, from hence thou ſhalt not goe. 
—_ Oh that faire Wizifred would once ſay fo. 
hen fir Hugh had heard this ſong,ad ther withall noted fheir 
— — began to growſulpitions of their pzoffers, 
and thinking in himſelf. that either they thought his deftrucfion, 
as the Sirene did to Viyſcs;02 that they intended fo make a pꝛey of 
his putſe,as Lais did of her louers: and therefo:e ſuppoſing ſome 
adder to lye lurking vnder the fatre flowers of fhcir pzofered 
plealures, he determined the next moꝛning after ( withſpced) to 
depart from the City. So when he had with god diſcretion auot⸗ 
ded fhetr company, - while he lap fo2mented with reſtleſſe 
thoughts on his ſtill folſed bed, began thus to meditate, 

Now J well fee mine owne vanity that is as ill plesſed with 
womens fanours as their frownes;how often haue J with heart 
fightng ed ol womens vnkindnes, mal ing large 
lnuecines againſt their diſcourfeſies - and pet here e J find 
women as kind as they are faire, + courtedus as they are ci lp, 
I run into a wen of doubts ,andſo ſuſpitious of their fafre p2of - 
fers,as J was earneſt town VVinitrcd: fauour : it may be(quoth 
he). that it ts the nature of this gentle ſoyle to bzeed as Rade 


gAraceth a runn 


The pleaſant Hiſtory 


Undonbte dlp, had my loue firſt taken life in this kind and 
curtcous Climate , mee would haue beene as kinde as they. 
Jf I miſ-ftudge-nof of ſheir rr becauſe J bane alwates 

een mured tofcoznf ; me thinkes they are too faire to 
be harlots , aid too bold to be honeſt; but as they haue no 
cauſe to hate me that neuer hurt them; ſo haue they little cauſe 
— — — a far ſtranger bozne, to them a man altogether 
nknowne. 

But it may be that this time of the peare is onely vnfo;funate 
fo2 louers ; as if is certainly knowne to all men that eueryſea⸗ 
fon of the peareb2&ds a ſundʒꝝ commodity ; fo; Roſes flouriſh 
in June, aud Gfllyflowers in Auguſt, and neither af them both 
doe fo in fhe cold er. Such as ſeke fo; fruit on the ſapleſle 
tr&s in the month of January, loſe thefr labours as well as their 
longing then why ſhould J conet to gather fruits of loue, when 
I ſe that loue is not vet ripe» Now let me obſerye the ſeaſon that 
peelda the wieteſt camloꝛt to loue-ſicke perſons, and ſo J may 
reape the ioptłull fruits ol hearts content: 3 willfherefo:e return 
to my foꝛmer e to find her as friendly, as at my 
departure ſhe was fro J will once againe intr eat her, and 
ſpeak her excę ding fatre ; foz with many dꝛops the hardeſt ſtone 
is piert dz ſo alſo wilh many fmpoztunate intreattes aflinty heart 
may be moued toſome temoꝛſe. I take no pleaſure at all in any 
plate. — tw p2efence, the which the continually 

gſtreame; far be it from her mind, to kiſſe her 
owne ſhaddow in the chzyftall ſpying, ano to be in loue with her 
own ſimilitude;fo2 ſo ſhe might be fpofled ag Narciſſus was: foꝛ it 
1s.commonly ſiene, that ſadden danger follows fond opinions:fo 
with this and the like thoughts he dzone out the night, till ſhe ſuns 
bꝛight eie began to pepe at his chamber winde w, at which time 
daelling himſelf,he went to the water i de, where he found a ſhip 
ready fo trau ſpoꝛt richmerchandize into the Melierne Jlams, 
in the which ur Hugh bet ame a paſſenger. But when they were 
put off to ſea, here axoſe ſs ſudden a tome, dot long continu⸗ 
ante, that no man lwked foꝛ lile, but expected euery moment pꝛe⸗ 
ſent death, ſo that the Mariners quite fo:fake ft tack le, and the 
aſter the helme, committing themielues to God, andtheir ſhip 
to the hs ling ſeas, by whoſe furious wanes they 
were 


det 
. v man, howea 
my he&les;fo2 bet wirt myL one on the land, and danger of life on 
the ſsa,tf hath made me the wꝛetthedſt man dzeathing on earth, 


« at > dn... tt Bo n 


of the Gentle Craft. 


Here we maple that mileries haue power ouet men, ert not 
men our miſeries. Now muſt 3 _ ſrom my triends, and be 
dzenched in the deep, where m pu feed the fiſhes that 
fwim tn the rich bottome of the Hes. Therefoze faire V Yinifced, 
the chfefgroundofmyp grie ls, here wil J ſacrifice my laſt teares 
vnto thee, and powze fozth my complaints, 

Dh how happy would I count my ſelfe, if thoſe fiſhes which 
ſhall liue on my bodies fod,might be meat foz my L one it grie- 
neth me much to think that mp paze bleeding heart, wher m thy 

ure is ARE be rent in peeces in ſuch gredy ſoꝛt; 

thzice accurſed be that fiſh, that frſt ſetteth his nimble tecth 
thereon, except de ſwim therewith vnto my L oue, and ſo deliuer 
it as a pꝛeſent token from me. | 

Had mp troubled ſtarres allotted me fo leaue my lite in 
the pleaſant valley of Sichnanr, then no doubt but my Loue 
with her fafre hands would haue cloſed vp my dying eyes, 
and perhaps would haue rung a peale of ſozrowtfull ſighes foʒ 


my ſake, 

B this time was the weather: beaten Barke dziuen vpon 
the core of Sicilie, where the men had ſafety of their lines , al- 
though with loſCe of their ſhip , aud ſpoyle of their gods: but 
they had no foner ſhaken of their d2zopping wet garments on 
the ſhoze , but that they were aTaultep by a ſozt of monſtrous 
men that had but one eye a piece, and that placed in the midi of 
their fozeheavs, with whom che tempeſt-yeatcn Souldiers had 
a fierce fight, in which many of them were flaſne. and diue rs of 
fhem fled away to ſaue themſelnes ; ſo that in the end Sir Hugh 
was lett alone fo 5—— in a double frap : and hauing at laſt 

nite onercome all his aduerſaries, he went his way, and fo pal⸗ 

ing vpthe country in dark night, in the end he loft his way, and | 
was ſo far entred into the dark wilderneſſe, that he could not | 
deuiſe with himfelfe which way he ſhould tale to get out,where "'F 
he was lo crucliy afrighted with the d2eadfull cry of fierce 4 
M yons, Beares, and Bulls, and many thouſand moze 
of other dangerous and cruell rauenous beaſts, which with 
art dy mouths ranged all about fo2 their pꝛey:in which diffreffe 
Sir Hugh got him vp to the top of à tre, and being there, bzake 
ont info this paſſion, 

O 202d (quoth he) haſt thou pzeſeruedme from the great pe⸗ 
rill and danger of the Sea, ard deliuered mee out of the cruel 
hands of monſtrous men, and now ſuttereſt thou me to be deuou⸗ 
red of wilde beaſts - Alas, that my fonle fins ſhould bzing ſo 
many fimd:y fo:rowes on my hea — 


—— gn 
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The pleaſant Hiſtory 


But foz all this may J thanke vnkind Winifred, whoſe diſdaine 
hath bzought my deftruction. Woe wozth the time that euer 
my eyes beheld her bewitching beauty, But hereby we may ſee 
that the path is (moth that teadeth to danger. But whp blame 
I the blameleNe Lady? Alas, full little did ſhe know of mp del⸗ 
perate courſes in trauell. But ſuch is the fury that hants fran- 
ticke Louers , that neuer feare danger vnttil it fall, and light 
vpon their owne heads. 

But by that time that the day began to appear, he perceiued an 
huge Clephant with ftiffe ioynts ſtalking towards him, 4+ pze- 
ſentily after came a flerx⸗tongue Dꝛagon, which ſuddenly af: 
ſanited the peacefull Elephant, in whoſe ſubtile encounter the 
w2:athfulD2agon with his long wꝛinging taile did ſo ſhackle the 
hinder fect of theElephant together, that like a pʒiſoner faft fef- 
. tered in trons, he could not ſtir a fot foz his lite : what time the 

furious D2agon neuer left till he had th2uſt his lender headin- 
to the Elephants long hoked nole, out of which he neuer once 
dꝛe w it, vntil by ſucking the Elephants blad, he had made him 
ſo feeble and ſo weake, that he could ſtand no longer vpon his fert, 
at which time the fainting Elephant with a grieuous cry, fell 
down dead vpon the Dꝛagon: ſo with the fall of his weighty bo: 
dy, burſt the Dꝛagon in peeces, and ſo killed him; whereby their 
blods being mingled together, it ſtain d al the ground where they 
both lay, changing the green grafſe into a rich ſcarlet colour, 

This ſtrange ſight bet theſe two beaſts, cauſed god Sit 
Hugh to fudge that nature had planted bet wirt them a deadly ba- 
tred, the fire whereof could not be quenched, but by ſhedding of 
both their hearts blod. Now when ſir Hugh ſaw that grim death 
had ended their quarrell,+ perceining no danger neate, he came 
Down from the tree, and ſought to find out ſome inhabited fown; 
but being ntangled in the wods, like the Centaure in his Laby⸗ 
rinth, he could byns meanes get out, but wandꝛed in vnkno won 
paTTages. leading him to many perils. 

At laſt another Elephant met him, who accoꝛding to his kind 
nature neuer left him til he had conducted him out of all danger, 

and bꝛouaht him out of the Milderneſte into the way agarne ; 
whereby ſir Hugh at the length came in ſight of a Po2t-fowne, 
where in foure days after he imbarked himſelfe in a ſhip bound 
foz Br'tiaine, ad at laſt obtained the ſight of his natiue Country, 
Whgre he arrined in ſafefy, though in very poꝛe ſozt , comming 
on Hoare at a place called Harwich. where foz want of money he 
greatly lamented, and made much moane. But matt ing with a. 
merry Journeyman Shomaker dwelling in that towne , aud 
— 2 — after 


3 1 er E Ir. 


alter ſome tonłerence had t 
the Country, where we will leaue them, and ſpeake of Winitred, 
and of her great troubles and calamities, 


CnaP. II. 


Hou faire Winifred was impriſoned, and condemned to dye for 
her Religion: and how fir Hagb became a Shoomaker, and after- 
ward came to ſuffer death with his Love: ſhew ing alſo how the 
Shoomakers tooles came to be called Saint — and the 
trade of Shoomaking, The-Gentk Craft, 


A Non after that the Doctrine of Chziſt was made knowne 
in Brittaine, and that the wozſhip of heathen Idols was foz⸗ 
bidden, yet many troubles did th: Chziſtians endure by the 
outragious blooy-thirllineXe of diners woluih @Ty:ants . 
that by the way of inuaſion ſet footing in this Land, as it 
fellout in the dayes of Diocleſan, that with bloody minds per⸗ 
ſecuted ſuch as would not pteld to the Pagan Law : among 
which the Uirgin Winif:<d was one, who fo; that ſhe contt⸗ 
nued conſtant in faith , was long impziſoned. Daring which 
time, dir Hu gb w2onght in a Shwmakers ſhop, hauing learned 
that trade thz ough the courteous directions of a kind Journey: 
man, where he remained the ſpace of one whole peare, in which 
time he had gotten himlelfe god apparell, and euery thing 
tomely and decent. Not withſtanding though he were now 
confented fo fo2get his birth, * could hee not fo:get the 
beauty of his Loue, who although ſhee had vtteriy{ ſo;ſaken 
him, yet could he not alter his aFecion from her, becauſe in⸗ 
ded affections alter not like apale-faced coward. The wildeſt 
Bull (quoth he) is famed being tyed to a Fig-tre ; and the cox. 
eſt Dame (in time) may yelp like the fone Ch:ch2denis, which 
ſparkles like fire, and yet melts at the touch of ſoft Max. 

Though Roſes haue pꝛickles, pet they are gathered; ard 

though women ſeme froward, yet will they ſhew them⸗ 

ſelues kinde and frtenvly. Neither is there any war ſo hard, 

but byoften fempering, is —.— to reteiue an impzeſſion 2 

Admit ſhe hath heretofoze ben cruell, vet now may ſhe be cours» 

teous. A true-hearted Louer foꝛgets all treſpaſſes, and aſmtle 

tureth the wounding of a frowne, Thus after fhe manner of 

fond Louers he flattered himſelfe in his owne folly , and in fe 


ogether, thep both agræd fo fravell in | 
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"The pleat” Hitory 
pradle of his tatre Lady, heſang this pleaſant Ditty here fol- 


He pride of Brittaine is my hearts delight, 
My Lady lives, my true loveto requite: 
And in her lifeI live thatelſe were dead, 
Like withered leafes in time of winter ſhed, 


Ske is thejoy'and comfortof my mind, 
She is the ſun that eleareſt fighr doth blind 
The faĩreſt flower that in ihe world doth grow, 
Whoſe whitnes doth {urpaſſe the driven ſnow. 
Her gentle words more ſweet than hony are, 
Her eyes for clearneſſe dimmes the brighteſt ſtar, 
O, were her heart ſo kind as ſhe is faire, 
No Lady might with my true love compare. 


A thouſand griefes for her I have ſuſtained, (ed, 
While her proud thoughts my humble ſuit diſdain- 

And though ſhe would my heart with torments kill, 
Vet would I honour, ſerve and love her till. 


Bleſt be the place where ſhe doth like to live: 
Bleſt be the light that doth her comfort give: 

And bleſſed be all creatures farre and neare, 
That yeeld rel iefe unto my Lady deare. 


Never may ſorrow enter where ſheis, 
Never may ſhecontented comfort miſſe, 
Never may ſhe my proffered love forſake, 
But my good will in thankfull fort to take. 


But dur in 1 
men Shao e 
cõtinually, ſo that he wanted nothing that was neceſſaryfo; him 
os | in requitall 
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of the Gentle Craft. 


finroquitall of which kindng che called 


« - — — lit, 
Geurle Craft, ar à te Made this long 
in the ir due —— | 


F Craft 2 er. more and leſſe, 
The Gentle Craft I muſt commend: 
Whoſe deeds declare their faithfulneſſe, 
And hearty love unto their frlend: 
The Gentle Craft in midſt of ſtrife, 
Yeelds — to a carefull life. 


A Prince b Lam indeed, 

The whi ove forſboke this Land: 
And when I on in extreme need, 

I tooke the Gentle Craft in 2 * 
And by the Gentle Craft a 

Long time THy'd 'belng l {funknownie. 


Spending my. 67447 ſiyeer Fee 
= 5 


ſt we recordedLovers 
Rad uchile the Gentle Croft we us 
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The pleaſant Niffory 


g 


And many" men of fame likewiſe, 175115. ILL 


Shall from the Gentle Craft ariſe, n 
If we want money overnight, - 1 
Ere next day noone God will it ſend. 
Thus may we keep our ſelves upright, © 
And be no chueleunta our friend: 
Thus doe we live where pleaſure ſprings, 
In our conceit like petty kings. - 
Our hearts with care we may not kill, 
Mans life ſurpaſſeth worldly wealth, 
Content ſurpaſfeth riches all, * 
And ſie on knaves that live by ſteakh: ; 
This trade therefore both great and ſmall 
The Gentle Craft ſhall ever call. 


Then the Journep⸗men Shomakers had heard this dong 
the fatre Title that Sir Hugk had gfuen * ne —— 
ned the ſame fo deepely II that tothivdgp it could 
neuer bee razed out: ance ina one. 
which continueth time out of minde. Par 

But not long after came that dol full day, wherem theſe two 
Louers muſt looſe their lues, who like two meeke Lambs 
were led to the laughter : E perfo2mance thereof was 
fo be done hard by that faire Fountame, where the Loue- 
deſpiſing Lady made her moſt abode + and becanſe ſhee was 
a Kings: daughter, the bloody Ty2ant gane her the p3tui- 
ledge fo chuſe her owne death: tothe which ſhe paſſed with as 
good a countenance, as it ſhe had been a faire young Bꝛide pze- 
pared fo2 marriage. MS EIN 

(viz.) When they were come to the place of execution, and 
mounted vpon the Scaffold, they ſcemed fo2 beauty like two 
b2faht Stars, Caſtor and Pollux; there they embꝛated each other 
with ſuch chaſte deſtres, as all thoſe that beheld them, admired 
to ſæ how ſtedfaſt and firme both theſe Lowers were, ready in 
hearts and minds fo2 heauen it ſellli e. 

At what time the Lady furned her ſelte to Str Hugh, and ſpake 
to this effect: Pow doe J finde thee a perfect Loner indeed, 
that hauing ſetſed thy affection -abonethe @ktes, art ready to 
vteld thy life fo; thy Loue, who in requitall thereof, will gius 
thee lile foz euer. 5 

The loue ok earth creatures is mixed wilh many miſrtes, 
"4 — | 
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of the Gentle Crafter 


and inter laced with ſundz y ſoxrowes ; here griete all abate 
5 . of Loue, but be welt afturedthat {oy ſhall follow 


e. if 

Thou didit woe me foz loue, and now haue J-wonfhee fo lone, 
Where ſetling both our tones vpon God his loue, we will lone 
one another; and in token of that he aueniꝝ lone receiue ot me 
pꝛay thee, a chaſte and louing kifſe frommyp dying lips. 
| Faire V "ca quoth be)it is true indeed; I neuer loned truly 
vntill thou taughteſt me ta loue; fo2 then my loue was full of dif: 
content : hut now altogether pleaüng, and moze [wet is the 
og bing te Jener Feier yr 5 % 0 

The thing that 4 ener.befoze called Loue, was but n ſhadow 
of) toue, aſwetneſſe t red with galt, a dying lite, and a li⸗ 
uing death, where the heart was continnally toſſed vpon the 
Seas of tempe ſtuous ſozrowes, and wherein tho minde had no 
calme quietneCe : and therefo:e bleſſed be the time that J euer 
learned this laue. Mith that he was interrupted by the Tyzant; 
who ſafd, You are not come hither to tatke, but to dre; I haue 
ſwo:ne you both halldye at this inſtant. Thou Tpꝛant (ſazd 
Sir Hugh)the very like ſenteyce is pꝛonounced againſt thyſelfe; 
fo2 Nature hath doomed that thou ſhalt dye likewiſe, and albeit 
the execution thereof be ſomething veferred , yet at length it 
wiil tome, and that ſho:tly; loz neuer div@Tyzant carry gray 
hatres to fhe graue. Po | 

The young Lady deſired firſt to dye, ſaying fo Sir Hugh, 
Come deare friend , and learne magnanimfity of a Maide: 
now ſhalt thou ſee a ſilly woman ſco:ne death at his teeth, 
and make as ſmall account of his cruelfp, asthe CTyꝛant doth 
of our lines ; and therewithall ffript vp her ſilken ſleeues, and 
committed her Alabaſter armes into the executioners foule 
hands, hauing made choice to dye in bleeding: at what time 
being paicked in cucry vaine, the ſcarlet blood ſpꝛang out in 
plentifull ſoꝛt, much like a pꝛecious ſountaine latelyfilled with 
Claret wine, G A N | 

And while ſhe thus bled. ſhe laid, Here doe J facrificempy 
blood fo him that bought me, who by his blood wathf away 
all my ſinnes. O my ſweet Sauſour, thus were thyſives pier- 
ced foꝛ my franſgreſſons, and in this ſoꝛt ſpꝛang thy pꝛecious 
blood from thee, and all foz the loue thou bareſt to mank inde: 
F feele my heart to faint , but my ſoule teceiueth ſtrength, 
A et CIR  Jcoms. Andtherewithallher body fain- 

ing, and the bla falling; like a Conduit ſaddenlyfd2awhe dzy, 

the young Pzincefly l — dead, at what time a vale 
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The pleaſant Niſtery 
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in her blod; herfweet heart blood Base that ourfthed b her 
phate life: ſe here is a Carole to cuie my vamentfections. Far 
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two Wedges, a more and a leſſer: 
A pretty block three inches high, 
in faſhion ſquared like a Die, 
Which ſhall be called by proper name, 
a Heele block, the very ſame. 
A Hand- leather and a Thumb-leather likewiſe, 
to pull out ſhoo-threed we muſt deviſe; 
The Needle and the Thimble, 
ſhall not be left alone, 
The Pincers and the pricking Aule 
and the rubbing Stone. 
The Aule-ſteele and Tackes , 
the Sow-haites beſide, 
The Stirrop holding faſt, - 
while we ſow the Cow. hide, Th 
Thewhetſtone, the ſtopping ſticke, 
and the _ knife: 
All this doth belong, 
. roa Journeymans life, 
Qur Apron isthe Shrine, 
to wrap theſe bones in: 
Thus ſhrowded we Saint Hugh 
in gentle Lambs skin. 


How ly d a of the Gentle Craſt, tell mee noty 
h he) ho e you 2 | , 
ble roplyed fhep) as Daint Gcorze doth of his Yozſe,'f+ 
as long as we can ſe him fight with the Dꝛagon, we will ne: 
part from thts Poſie, 

And it ſhale concluded that what Jour ney⸗man ſoeuc 
be. hereaffer , that cannot. handle the Swozd and Bac 
bis Long Wwozd, 02 a Nuarter-ſtaffe , ſound the Tre 
02. a pla bpon the Flute, and beare his part in - 
mans Mug, and readflyreckon vp his tales in Rime 
1925 bozne Colours in the field, being a L teutenant 


Lu 


zean#d2 Coꝛpozal, al fozfeit « pay a pottle of wine. o 
tego a colt: to which fhey anfwered al viva voce, Cort 
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How Criſpi au and bis brother Crifpine, che two ſons of the 
King af Logria, through the cruelty of the Tyrant HMaximing,, 
werefaine indiſguiſed manner to ſe 2 for thejr lives ſafety, and 
how chey n were entertained by a ſhoomaker in Feverſbam. 


W hs Roman Maximinus —— in cruell ſozt, fo be⸗ 
ou this Land of all her vouth of noble 
blood ; The vertuous Qutene of L 5 ic — is called 
Kent) dwelling in the City derer, ias Canterbury, 93 the 
Court of Kentiſhmen,haning atthat fine two young Gomes, 
ſought all the meanes ſhe poblpto Kkepe e them ms of the 
Tpꝛants — — — Unto - 
deare and beloued ſons the to and comfozt — 
ſec the danger of theſe times and he ſtoꝛmes ofa ante raign. 
140 hàuing now nolw gathered OUT the moſt of the 1. 
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of the Gentle Craft. 
' time ouerfiip you, to the Tp2ants hard by: with that the 
them out of a backe doze, and then ſet her felfe — - x 
The two pong P3inces, which like pꝛetty lambs went frap: 
ing they knew not whether, at length by god fo;tune , came to 
Fererſham, where beto2e the dayes pepe, they heard certaine ſho» 
makers ſinging,being as pleaſant as their notes, as they late at 


their buſineſſe, and this was their Song. 


Oald God that it were Holiday, 
hey dery downe downe dery : 
That with my love I might goe play, 
with woe my heartis weary : 
My whole delight is in her fight, 
would God I had her company, - 
her company, 
Hey dery downe, downeadowne. 
My love is fine, my love is faire, 
2 dery done, downedery : 
No maid with her may well compare, 
in Kent or Canterbury; 
From me my Love ſhall never move, 
would God I had her company, 
her company , Y 
Hey dery — a downe: 
To ſee her laugb, to ſee her ſmile, 
hey dery downe, downe dery: . 
Doth all my ſorrowes cleanebeguile, : 
and makes my heart full merry; 
, No griefe doth grow where the dyth poe, 
would God I had her company, 
Hey dery dowue, downe a downe, 
When I doe meet her on the greene, 
dery downe, downe dery : 
Me thinks ſhe lookes like beauties Queen, 
which makes my heart full merry; 
Then 1 ber greet $i kiſſes ſweet, 
would God I had her company, &c. 
>> | Heyderydpyne, Su 


1 . 1 . ; 1 : 
— * A . 1 ry — 7 — 


— ãp men 
The pleaſant Hiſtory 
My love comes not of churliſh kinde, = 
hey dery done downe dery : 3 
Bur beares a gentle courteous minde, 
which makes my heart full merry; 
She is not coy, ſhe is my joy, 
would God I had her company, &c. 
Hey dery downe downe adowne, 
Till Sunday come, farewell my Deare, 
hey dery downe downe dery. 
When we doe meet, weele have goodcheare, 
and then I will be merry: 
If thou love me, Iwill love thee, 
and ſtill delight thy company, thy company, 
Hey dery downe downe adowne, 

The young Pꝛinces perceiuing ſuch mirth to remame in ſo 
homely a cottage , iudged by their pleaſent notes, that their 
hearts were not cloyed with ouer: many cares, and there foze 
Wiſhed it might be their god hap to be harboured in a place of 
fach great content. f 

But ſtanding a long time in doubt what fo doe, like t wo df- 
ſtreſſed ſtrongers, combat ing t wixt hope and feare ; at length 
taking courage, Criſpianus knocked at the deze : What knaue 
Knocks ſhere( quoth the Journey-man ) and by and by downe 
he takes his quarter ſtatfe and opens the dw2e, being as ready 
to ſtrike as ſpeake, ſaying: What lacke you - To whom Criſpi- 
anus made this anſ wer: God ſtr, pardon our boldneſſe, and mea 
Care net our truth by our rudeneſſe ; we are two poꝛe boyes that 
want ſerufce, ftript from our friends by the fury of theſe wars, 
and there foꝛe are we enfo:ced ſuccourleſſe to crane ſeruice in a- 
ny place. What, haue you no friends oꝛ acquaintance in theſe 
parts to goe to (ſaid the Shamakers) by whoſe meanes pow 
miaht get pzeferment - Alas ſir(ſatd Criſpianus) neteſlity is de- 
Cpiſed of every one, and miſery is trodden downe of many; but 
ſeldome oꝛ neuer relefued : vet not withſtanding, if our hope did 
not yeld vs ſome comfo:t of god hap, we ſhoula grow deſpe- 
rate th2ough diſtreſſe, That were great pitty (ſaid the Shoma- 
ker) be content, fo2 as our Dame offen teils our Paſter, A 
patient man is better than a ſtrong man. Stay a while and J 
will call our Dame to the doze, and then vou hall heare what 
the will ſay. With that he went in, and fozth came his Dame, 

iuho beholding the ſatd Rache (aid: Now (ts, $035 pre how 
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comes it to paſſe that you are out of ſerufce 2 What, would 
you be Shomakers , and learne ige Gentle Craft > Pes fozſooth 
( latd they) with all our hea reren troth (quoth 
thee ) you doe loke with h true kaces. J will entreat my 
husband fo2 you, foz wee would gladly haue good hopes; and 
it pou will be iuſt and true, and ſerue God, no doubt you may 
doe well enough: Come in my lads, come in. Criſpianus and his 
bzother , with great regerence gaue her thankes ; and by that 
time they had ſtayed a little while , [dswne came the good 
man, and his wife hard by hes heles, ſaying: See husband,theſe 
be = youths J told you of, no doubt but in time they will bee 
god men 
er husband lok ing wiſhly vpon them, and concetaing a god 
opinion of their fauours, at length agræd that they ſhould d well 
with him, ſo that they would be bound fo ſeven ye res. The 
ouths __ contented, the bargame was lone ended, and 
o ſet to their buſinefſe : whcreat they were no ſoner ſetled, [but 
that great ſearch was made toz them in all places; and albeit the 
officers came to the houſe where they dwelt , by the reaſon of 
the ir diſguiſe they knew them not: hauing alſo taken vpon them 
bozrowed names of Criſpianus and Criſpine, Within a few daies 
alter, the Qutene their mother was by the Ty2art taken, and 
foʒ that ſhe would not confeſſe where her Sonnes were, ſhee 
was laid in p2ifon in colcheſter Caſtle: whereunto ſhee went 
with as chearefull a countenance, as Cascratu did, when hee 
was led captiue 30 Rome ; and comming by the place where her 
ſons ſate at woꝛke, with a quick eye ſhe had ſone eſpied them: 
and loke how a dying coale reuiues in the wind, enen ſo at this 
fight hee became ſuddenly red: but making ſiones that they 
ſhould hold their tongues, ſhe was led along: whom ſen en pres 
after her ſons did neuer ſer. But as men ſtand ame zed at the ſight 
of Apparitions in the ayre , as ignozant what ſucceſſe ſhall” 
follow ; eucn ſo were theſe t wo P2inces agaſt to ſe their owne 
— thus led away, not knowing what danger would enſue 
reof, | 
Not with ſtanding, they thought god te kepe their ſeruice 7s 
their liues ſureſt refuge: at what time they both bent their whole 
minds fo pleaſe their Paſter and Dame. reſuſng nothing that 
was put to them fo doe, were tit fo waſh diſhes, ſcoure 
keffles, oz any other thing, whereby they thought their 
Dames kauour might bee gotten, which made her the reader 
to giue them a nod repo2t to their Paſter, and to doe them 


manvother ſeruites, which otherwiſe they ſhoyid haue miſſed, 
* a following 


"7 BY 


__ — — — 


they ſhould haue bene 


— 


The pleaſant Hiſtory 
following therein the ad motion of an old Journeyman, who 
would al wayes ſay to the Appzentices; 

Howſoever things doe frame, 
Pleaſe well thy Maſter, but chiefly thy Dame. 

Now by that time, theſe two young Pꝛintes had ſruelyſerued 
fhetr Maſter the ſpace of foure oꝛ fiue yeares , he was growne 
fomething wealthy, and they very cunning in their trade; wheres 
by the houſe had the name to bꝛerd the beſt woꝛkmen in the Conn- 
try which repoꝛt in the end p2efer'd their Maſter to be the E m⸗ 
perours Shomaker : and by this meanes, his ſeruants went ts 
Maximinus Court _ dap: but Criſpianus and Criſpine fearing 

nowne, kept themſelnes from thence, as 
much as they could. Not withſtanding , at the lat perſwading 
themlelues that Time had woꝛne them out of knowledge, they 
were willing in the end to gos thither, as well fo heare tidings 
of theQuene their Bother, as alſo fo; to ſæke their own pꝛeler 
ment. 


CAP. VI. 
How the Emper ours faire daughter Urſula, fell in love with 
young Ciſpine, comming with Shooes tothe Court; and how in 
the end they were ſecretly married by a blind Frier. 


N Ow among all the Shomakers men that came fo he Court 

with ſhoes, young Criſpine was had in greateſt regard with 
the faire Pzinceſe,whoſe Mother being lately dead, ſhe was the 
onely fop of her Father, who alwayes ſought meanes fo match 
her withſome woꝛthy Romane, whoſe renowne might ring 
thzoughout the whole world. 

But faire Vrſula, whofe bzight eyes had enfangled her heart 
with deſire ofthe Shomakers fauour, deſpiſed all p2offers of 
Love, in regard of him, And pet not withſtanding ſhe would off 
checke he owne opinion in placing her loue vpon a perſon of 
fuch low degree, thus reaſoning with her ſelfe. 

Moſt aptlyis the god of Loue by cunning Painters dzawne 
blind, that ſo equally ſhots foꝛth his fiery ſhatts : foꝛ had he eies 
fsſ@, it were impoſſible to deale in ſuch ſoꝛt, as in matching 
kaire Veaus with foule vulcan, poaking the Emperiall hearts of 
Kings fo the lone of beggars, as he did to Cofetua, and as now in 
my — — _ _ a thing AT — hey 2 

Ad. 5 ours daughter ſhould delight as 
nour of a ſimple Skeamaker, 8 n. 
O. 
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O vrſula take hd what thon doſt, frame not thy royalty with 
fach A O that Crifpines {birth were agreeable to 
his perſon ! fo; in mine epe , there is no P2ince in the 
wozld comparable to him: if then while hee is clothed in theſe 
rags of ſeruſtude, he appeare fo excellent, what would he be, 
were he in Pztncelyaftire. O Criſpine, either thou art not as 
thonſeemeſt, o2 elſe Nature, in diſgrace of Kings , hath made 
thee a Shomaker, 

In theſe humonrs would the P2inceCfe be often , efpecially 
at Criſpines es oz at his departure: Foz, as ſone as euer 
he came within her ſight with thoes,a ſudden bluth like aflame 
of lightning would ſtrike in her face, and at his departure an 
earthly pale colour, like to the beames ot the bꝛight Sun obſcu- 
red by coale black clouds, But after many weary contlicts with 


fancy,ſhefully reſolued at his next tomming to enter info tom⸗ 
muntcation with him, but imagining his ſtay from Court ouer 
long, on the ſudden ſhe ſent pꝛeſently fo2 him, finding great fault 


in the laſt ſhooes he bꝛought her. At what time Criſpine moſt 


humbly on his knee greatly craued pardon foꝛ all mch faults as ö 


the then had found, pꝛomiſing amendment in the next ſhooes 
the ſhould haue. 5 

ap (quothſhe) Ile ſhew thee , they are foo low ſame- 
thing in the inſtep; alfo the heele is bad, and beſides that, 
thee are too ſtrait in the toes. Yor ſhall haue a agire 
made (ſaid hee) ſhall fit pou better, fo: none ſhall ſet a 


ſifch in them bat mine owne ſelfe, Doe, fald the Pzinceſſe, | 


but let me haue them ſoſone-agthou canſt, and therewith Cri 
pinedeparted. 


The P2inceſſe then all ſolifary, got her ſelte into her Chams 


ber, entred there into conſideration, and found within her ſelfe 
great trouble andſozrow, while the tongue, the hearts advocate, 


was not ſuffered to ſpeake, At laſfſhe heard Criſpines voyce, en- 


qufring of the K adfes in the great Chamber foz the PzinceCe, 


who anſwered. That hauing taken little reſt the night beloze, 


ſhee was now laid downe to lleepe, md therefo:e they wilted 
him fo come againe ſome other time. Afieepe, replicd the 
Pzinceſſe ! J am not a fleepe, bid him ſtay: what haſty 
huſwife was that which ſont him-hence ⸗ Call him againe 
eny 8 world adufſe pen. And therekoze changing melen⸗ 
choly into 
bright fkarte ſhwt ing in the Element the ſwiftly got her fo2th 
to meet the Shooma ker, whoſe faireG@cht was to her as ercat a 
conifo;t as a Sun⸗ſh eine beloze a ſhowze of raine. Pow now 
_— Cauothg 


IC 


mirth, ſhre aroſe vp from out of her bed, aud as a 
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(auoth the) haſt thou bzought me a of ſhoes ⸗ J haue 
—— Lud, guoth he.) Then (quoth the Pzincefſe) come 
thyſelfe and dzaw them on: therewith the ſitting downe , litted 
vp her well pzopoztioned leg vpon his gentle nee. Where, by 
that time her ſhoes were d2awne en, ſhe hadpzepared a good 
reward fo; her homaker, and giuing him a handkull of gold, ſhe 
| ſaid : Thou haſt ſo wellSicaſed mee in making of theſe chooes, 


that J cannot but rewardthee in ſome god ſo2t ; therefoze ſho- 
maker, takethis, and from hencefo:th let no man make my 
hoes but thy ſciſe, But tell me Criipinc, art thou not in loue, 
that thou doeſt ſmug vp thy ſelfe ſofinely, thou waſt not wont 
to goe ſo neatly: J pꝛay thee tell me what pꝛetty wench is it that 
is mittreſſe ot thy heart» Truelp faire Madam (quoth he) It 
I ſhould not loue, 3 might be accounted barbarous , foꝛ by na- 
tures courſe there is a mutuall loue in all things: the Doue and 
the Peacockelone intirely, ſo doth the Turtle and the Poptniay: 
che like affection the fiſh Muſculus beareth vnto the huge Whale, 


mnſomuch that he leadeth him fromalldanger of ſtony rocks; and 
as among birds and fiſhes, ſo amongſt plants and tres the like 
contoꝛd is to be found; fe2 if the male of palme tres be planted 
from the female, neither of both pꝛolper: and being ſet one nere 
another, they doe floziſh acco2dingly, imbꝛace ing with ioy the 
bzanches one sf another. And foꝛ mine owne part, J am in lone 
to: foꝛ firſt of all J loue my Maker, and next, my god Maſter 
and Dame : But as concerning the loue of pꝛetty wenches, vert- 
ty Padam, J am cleare: and the rather doe J abſtaine from fir- 
ing my fancy on women, ſeeing many ſo:rowes do followthe 
married ſo:t.fo2 a dꝛam of delight hath a pound of pane, 

That is (anſwered che Pzincefſe) where contentton ſetteth 
the houſe on fire, buf where true L oue remaines, there is no 
diſcontent: and what can a man mo2e deſire fo2 this olds 

comfoatf, but a vertuous wife, which is repoꝛted to bee a trea⸗ 
ſare ineſtimable. Therefoze Criſpine, ſay thy minde, if 3 pꝛe⸗ 
Aerre thee fo a wile, euery way deſeruing thy loue, wouldeſt thou 

fake it well ? 

Truely Madam, (ſaid Criſpine) if I ſhould not accept of your 
good will, 7 ſhould ſhew my ſelfe moꝛe vnmannerly than well 
purfized : But ſee ing it pleaſeth you to grace mee with pour 
Pzincely coomfenance , mdfo nfuemee liberty fo ſpeake mp 
minde, this is my opinion: If I we re te chooſe a wife, then 
Word ⁊ haue one faire, rich, and wiſe ; firſt, to delight mine 


ere: ſecondly, to ſu ant: and thirdly, to gouerne m 
houſe. : pply nn * _ : 
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Then (ſaid the Pꝛinceſſe) her beauty J will referre vnto the 
fudgement of thine owne eyes, and her wiledome vnto the triatl 
of {Lime : but as concerning her poztion, J dare make ſome 
repe: t, becauſe it well deſerueth to be p2aiſed : Fo2 at her. mar- 
riage thou ſhalt haue a bag full of rare vertues with her, True⸗ 
ly Madam (quoth Criſpine ) ſuch coynes goe not enrrant among 
Tannars: and J know, if Jſhould goewith it to the Parket, it 
would buy me no ſoale⸗leather. Not withſtarding , when 3 doe 
ſx her, J will tell you moꝛe of mp mind, 

The Pzinceſſe taking him aſide pꝛiuately, walking with 
him in afaire Gallery, laid; a loking vpon me, thou mayeft 
iudge of her, fo2 ſhe is as like me as may be. When Criſpine 
heard her ſayſo, hee right pzudently anſwered : 3 had rather 
Madam ſhee were your owne ſelfe, than like your ſelfe ; and 
although my woꝛds ſauour of pꝛeſumption, yet with your fa- 


your J dare; boldly p2onounee it, that J hold mp ſelfe woꝛthy 
of-a Nueene, if Jcould get her god will. And were it no dan⸗ 
gerfomatch with your Excellency, fo it ſhould pleaſe you, it 


ſhould not diſlike me, | 

Then ſaid the Pꝛinceſſe. Now Shomaker, J ſe thou halt 
ſome courage in thee : and doubt thou not, but if J were of that 
minde, but J would bee as ready to guide thee from the dan- 
gerous rocks of my Fathers w2ath, as the fiſh called Muſculus 
is fo the Whale:1But ,couldeft thou not be contented to dye fo2 
a Lavies loue no Padam,(quoth he) if J<onuld kepe ber lous 
and liue. . 

Then line faire friend ( anſweredſhe) enioy my Loue, fo2 A 
will dye rather than live without thee. Criſpine hearing thts, 
was ſtricken into an extaſie of toy. in ſuch loʒt, as he wiſt not 
whether he were aller pe oz dꝛeamed: But by that time hee had 
ſummoned his wits together, with the plighting of his faith, 
he opened his oſtate and high birth vnto her,ſhewing all the ex⸗ 
tremities that he and his bꝛother had bene put vnto ſince the 
death ok kheir ropall Father, and of the impꝛilonment of the 
Nucne their Mother, 

The which when faire Vrſula with great wonder heard, at- 
uing him an earneſt of herloue with aſweetkife: ſhe ſayd, Py 
deare Loue, aud moſt gentle Pꝛince, ener did 7 thinke, that 
mo2e than a common man was ſh2owded in theſe pwꝛe habili⸗ 
ments, which made me the bolder to impart my mind vntothee, 
und now d2ead no moꝛe my Fathers wzath, foz the fire thereof 
was long agoe quenched, | 
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0, no, (quoth Criſpine an Eagles thirT is neuer expelled, buf 
by blod. And albeft Four father haue now (perhaps) qualified 
tho heate of his fury by the length of time, pet it he ſhould vnder- 
ſtant of this my loue to thee, it would cauſe him to rake out of the 
aſhes hot burning coales of diſpleaſure againe: and then might 
my lite pay a deare pꝛice fo: thylone- 

Therefo2e (mpdeareVrſula) J deſire thee, euen by the power 
of that loue thou beareſt to me tokep ſecret what J haue ſhew⸗ 
ed thee, nothing doubting but that in time, 5 map finde releaſe 
of thele miſeries; in the meane ſpace we will be ſecrefly married, 
by which holy knot, we as well in body, as in heart, be vnſepa⸗ 
rately tyed together. 

To this Vrſala conſented meſt gladly, and therenpon fold him 
that ſhe would met him in her Fathers Parke, at any houre 

* he would == ; which ſhee might doe the moze eaſily, 
in reſpe>t thee had a kep fo one of the Garden doozes, 
..* which gaue pꝛeſent paſſage into the Parke, The day and 

* Houre being concluded vpon, they parted fo2 this time, both 

ol them indued with ſuch content, as in all their lines they ne⸗ 
uer found the like. 

And at this time there was in Canterbury a blinde'Frfer that 


m many one had neuer ſeen the Sun; to this man did Criſpine 


goe thinking himthefitfeſt Chapplaine to chop vp ſuch a mar⸗ 
riage, whometing with him at Chziſt-church one enening af- 
ter the Antheme, bꝛoke with him alter this manner, 

Godſpeed good father: there is a cerfaine friend of mine 
that would bee ſecretly married in the mozning betimes; fo2 
Which purpoſe hee thinkes you the fitteſt man to perfo2me if 
in all the Clopſter: adtherefo2e. if von will bee diligent 
to doe it, andſecret to conceale it, you all haue fonure angels 
foꝛ pour paines. ä 

The Frier being fired with the deſire of his gold. —_ 
bis elbowam ſcratchinghis crowne, ſwore by the bleſſed B 
that hung by his knee, that he would be both willing and con⸗ 
{tant to keep it ſecref. Tuſh poung man, you may truſt me, 3 
— 4 1 — — _ 2 my — ; 822 that 
pouth are ) ep d ue alb the d wander 
at their doings: and where ſhall it be, ſaid the Frier quoth 
Criſpine , at Safnt Grezorics Chappell ; and becanſe you ſhall 
not make your boy acquainfed therewith, J my ſelfe will 
call vou in the moꝛning. Good father, be not foꝛgetfull fo ob- 

. _ Cerue the time, alt woof the clocke ts thehoure, amd therefoze 
Amke you bee ready when J ſhallcall you, J warrant you 0 — 
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plied the Fzier:) and becauſe J will not auer ſl pe my ſcife ,_.. 

will fo: this night lye in my clothes, fo that as [one as euer du 
tall. will ſtraight be ready, Then father, J will truſt you.gnoth 

Criſꝭ me) and ſo departed, 

When he came to his aſter, he made not many woꝛds, but 
fo ſone as he had ſupt on — at night, he went te his Cham- 
ber; and layd him do wne vpon his bed, making no creature in 
the houſe pꝛiuy to his intent not his owne b2other , his minde 
fill running on his faire Miſtreſſe, and the happy houre that 
would tye them both in one: neuer was there hunger ſtarted 
man that did long moꝛe fo; the ſweet app2oach of wholeſome fad 
than did Cr ſp ne fo2 two a clocke. And ſo ſane as the ſilent night 
had d2?nwne all things to reſt, Criſpire got him vp, and fo Cancr- 
bary goes he to met his rolc⸗cherked Lady in her Fathers Bark, 
who alſo toke hold of Times foziocke , and like cleare Cynthia 
ſhaped her courſe to ſeeke out Sol in the Meridian. But ſo ſoone 
as her ſearching eye had ſpied him, ſue commended his vigilan⸗ 
cy, ſaying: He wel obſerned his houre : O my deare (quoth the) 
rich pꝛeyes doe make true men theucs : but finding thee here 
ſo happily, J wiilfetch fhe Frier ſtraight: he had no ſoner cal- 
led at the Friers deze, but he pꝛeſently heard him: groaping the 
way dolone, he opened the doze, and along — together : 
but the Frier finding his Journey longer than he expected, ſat; 
That either Saint Gregorie, Chappell was remoued, oz elle hee 
was. not ſs god a fotman as he was wont to be: that is likely 
enough (ſatd criſpine : ) fo: how much the older yon are ſince por 
” S- - went this way laſt, ſo much the weaker you are to trauelł, but 
be yon content, now we are at the laſt come to the place, and 
therefore nad Frier make what ſped yon may. J warrant you 
(quoth he) and there withall he puts his ſpectacles vpon his noſe, 
Toe faire Painceſſe perceiuing that, laughedheartily, ſaving : 
Little ned hath a blind man of a patre of Spectacles. Mruely 
Miſkre ſle, ſaid he, a little ned hath an old mon of a young wefe; 
but you may ſe what vſe is: Though I be blind and can ſœ ne⸗ 
uer aleffer, pet A tannet ſay Malle without my Boke and my 
Speaacles; and then he p2oceeded to ſolemnize their marriage, 
which being finiſhed,the Frier had his gold. ar home he was 
led in the meane time the Peint eſſe ſtayed ſt ill in the Park foꝛ 
Her biide rome, where when hee tame on a banke of ſweet 
Pꝛimtroſes. he pluc kt the roſe of gmoꝛous delicht: ard affer the 
Minceſſe came to her Fathers Palate, and criſpine fo his 
Paſters ſhop, 
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Cua?. VII. 

How Criſpianus was preſt to the Warres, and how he fought 
with Iphicratis the renowned Generall of the Perſians, who made 
war upon the Frenchmen: ſhew ing alſo the occaſion that a Shoo- 
makers fon is ſaid to be a Prince borne. 

I N the meane time that Cri/pine was ſecretly buſi ed about his 

marriage, his bꝛocher Criſpianus the lame niaht, with many o⸗ 

thers, was pꝛeſt to wars into fhe Tountrep of Gaule, now called 
France, which made his Maſter and Dame full of woe; who had 
committed to his gouernment the whole rule of his honſe. And 
when Criſpine came home, they told him what chance had hapned, 
And demanded where he had beene ; they ſatd, they were glad he 
Had ſo welleſcaped, 
- _ Criſp;ue extuſing himſelfe ſo well as he could, ſaid,he was ſo2 - 
ry fo: his bꝛothers ſudden departure : not withſtanding, the toy of 
his late — mitigated much of his ſoꝛrow: to whom in 
his bꝛothers abſence, his Maſter gaue the ouerſi ght of his houl⸗ 
hold, which place he guided with ſuch diſcretion, as the re by he 
got both the god will of his Maſter, and the loue of th: houſholp, 
And as heſate one day at his woꝛk. he ſung this ſong in commen- 
dation of marriage; himſelte ſung the Ditty,and his fellows bo; 
the burthen. 
Mong the joyes on earth, though litt le joy there be, 
hey dow ne downe adowne, fine is the ſilken twiſt, 
Among the married fort moſt comfort I doe ſee: 
hey downe downe adowne, belceve it they that liſt, 
He that is a married man, hath beauty to embrace, 
key downe downe adowne, and therefore mickle woe : 
He liveth in delight, and is in happy caſe , 
hey downe downe adowne, in faith we ibinke not fo, 
His wife doth dreſſe his meate, with every thing mo{ meet, 
hey downe downe adowne, faire women love good cheare : | 
And when he comes to bed, ſhe gives him kifſes ſweet, 
hey downe downe adowne, for thankes he payes full dea re. 
A hundred honey ſweets, he hath when that is done, 
hey downe downe adowne, the truth is ſeldome knowne, 
He hath iu a little time a daughter or a ſon, 
hey downe downeadowne, God grant they be his owne, 
A wife is evermore, both faichfull true and juſt, 
hey done downeadowne, cis more than you doe know: 
I ys 1 33 Her 
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Her husband may be are, in her to put his truſt, 
bey downe downe adown?, molt are deceived so. 
While he doth ride abroad, ſhe lookes unto his houſe, 
hey downe downe adowne, the fineit cloth is torne: 
And when he comes, fhe gives him brawne and ſowſe, 
hey downe downe adowne, and oftentimes the horne. 


How now what is that you ſay (quoth Criſpine?) Nothing 
(quoth they) but onely beare the burthen of your Song. And 
ſurely we thinke it great pitty that you are not married, ſeing 
Pau can ſing ſo well in the pꝛaiſe of marriage. Truely ( quoth 
he) were it not koꝛ that holy Inſtitution, what would the wozld 
be but ab2odof hapleſle baſtards; like to the curſed ſd ol Cain, 
men fit f oʒ all manner of villany, and ſuch as would leaue be⸗ 
bind them a race of runnagates, perſons that would liue as bad⸗ 
ly as they are le wdly begotten. 

The reſt of the Journey men hearing him enter into ſuch a 
diepe diſcourſe of the matter, began there loꝛe to demand many 
queſtions : but ſœ ing it appertaines not to our matter, weele 


leaue them to their diſputation : and in the meane ſpace J will 


ſhew you ſomething ok Criſpiamis, who is now in France, with ma- 
ny other Noble Brittaines, whom Ma viminus ſent thither to aide the 
Gaules againſt the mighty koꝛce of lphicratis the Pertan General; 
who had at this time inuaded their countrey with a great power. 
The day ot battell being appointed, the Armies met in the field, 
at what time both the Generals like two Lyons filled with 
wꝛath in their pꝛoud march vie wed one another, breathing foꝛth 
on both ſides woꝛds of diſdaine , and thus the Generall of the 
Gaules began, 

Thou inſulting Commander of the Caſterne troupes, how 
durſt thou ſet thy ambittous fot within our territo2fes- Cannot 
the confines of herſta content fhee,ns: thoſe congueredKingdoms 
already in thy hand, but that with vnſatiate deſire thou muſt 
come to vſurpe our riaht - Know thou, that the vndaunted Gaules 
doe ſcoꝛne thee : fo2 albeit that Alexander like, thou ſekeft to ſubs 
due the who'e wo2ld, flattering thyſelfe in thy foꝛtunes, vet ne⸗ 
uer thinke that the ſonne of a Shomaker ſhall bend our neck fo 
a ſerutle yoke- There fe in our iuſt right we are tome fo gtue 
thee hire fo2 thy pꝛide, and by the fo:ce of our ſwoꝛds to beat down 
the Sceyter ot thy pzoud thoughts. | 

The renoumed Iphicratis vpon theſe woꝛds made this replie: 
Now may Jrevozt that the 6 10s can! doe ſomething, finding 
them ſuch good ſcoulds: But _ this that J come not to _ 

Sa | 
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vut to revenge theſe contemptuousſ pe ches, and with the points 
of ſturdy Launces to thznft them down,your thzoats — In⸗ 
deed, my fathers trade is a repꝛoach vnto me, but thou art a re⸗ 
pꝛoach to thy father: but thou ſhalt vnderſtand that a Shoma- 
kers ſon is a Pꝛince bozne, his foztunes made him ſo, and thou 
ſhalt finde no leſſe. And hereupon the trumpets ſounding to a 
charge, and the dꝛums firicking alarum , there followed a ſoze 
and cruell fight : wherein Criſpianus like a ſecond n ctor layd a» 
bout him, ge wing dawne his foes on euery ũde. Whoſe valiancy 
and ꝛincely courage was noted of all theGaulcs, And this fierce 
fight ended with the nights appꝛoach, each armytwke reſt. 
At what time the Noble General of the Gaules (ent foz Crifpianus, 
and recetumg him with ſunday kind imbꝛzacements in his tent, 
be demanded of what birth he was. To whom Cripianus ſhapey 
this anſwer: woꝛthy Generall, my birth is not meane, and 
my ſecrets leile, but by trade J am a Shomaker in England. 

A Shomaker (aid the Generall!) It ſuch fame watte vpon 
Shomakers, and ſuch magnantmit v follow them, well were it 
fo: vs.if all the people in the Kingdome were Shomakers, Am 
as great thenkes J am to giue Maximinus fo; ſending me ſuch a 
Douldier, as he map}be pꝛoud to haue ſuch a ſabjec : and now 
right ſeꝛry am J, that euer J repzoached famous | phicravs, with 
his fathers trade, ſeeing J finde it true that Mag and 
 Unightly P2oweſſe is not alwayes tyed within the c of 

Noble blood. And fo my owne part, — honourablp re⸗ 
+ quite thy deſeruings, that thou ſhalt blefſe che time thou euer 
t aàmeſt into theſe wars. 

The nert moꝛning the Generals iayned batte l! againe, reſol- 
ning in this fight either by death oꝛ vicozy, to make an end of 
theſe troubles, where the Souldiers on each five ſtroue fo; the 
golden wꝛeath of renowne. The two Generals ma zing in the 
battell. fought couragioufiyfogether ; in which blody conflict 
the P2ince of the Gaules was thaite by [phicrari; vnhoꝛſed and as 
many times of Criſpianus mounted againe: but in the end the 
great commander of the Eaſterne Army fo mightily p2enailed, 
tat he havſeized on the perſon ofthe French P2zince, and was 

- carryinghtimcaptineto that Colours. 
But lo highly was Criſpianus faroured of foꝛtune, that he and 
his fellowes met him iu the pꝛide of his congueſt: who then all 
belmeared in the Perßan blood, ſet vpon !phicraris , and ſo manly 
behaned himſelke, that he reconered the P2ince againe, and in 
diſpight of the Perſians, hʒsught him to his Royal Tent in word 
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encounter the Noble Iphicracis was ſoge wounded , by reatan 
whereof the Souldiers had reif fo; fhꝛee oz foure l 

which ſpace iyhicratis fent to the P3imnce of hag to knoty whet 
kin he was, that in ſuch a valiant ſa+t reſerued him out of bis 
hands, ſaying ; that if wo would ſerus him, he would make him 


e bench ee unn that if ws aright har 
e 4rrenc ar d 
pane which 5 enen, — but ns 


Untght, though we dentung greater dignity, but a ſhoonmia- 
— in En — = thus quot he) a Shoomakers ſon was by a 
er fopled. 

When | phicraris vnderſtood this. hee ſcnf woꝛd againe to the 
Gaulos H fo2 the fauour of that wozthy man, he woula not one - 
ly ceaſe t the wars, but foz euer after beafriend tothe Gauies ; 
which ioykull meſſage when the French King vnderſtood, mot 
willingly he imbzaced zo —— ny tydings of happy peace: 
and thereupon made Criſpianus à unt 

(After fe e which there was be 12 whereunto 

[phi nds was ut ed, and the two Generals with 
—— krtendly met together, Thus the ſ0wze war was en» 
ded with wert ſeating: : and Iphicratis foone after departed ont of 
the Counfry wfth his Army, andnener after annoyed them. 

Then the French King, w2itinghjs Letter of thankes vnto the 
Empoeronr Maximinns, did therein certifie him of yt ons 
acts Ke Criſpianus, whereby he was bought into the Emperours 
fauour; and with theſe Letters Criſpianus returned into Eng! and, 


CAP. VIII. 


How the Lady Vrſu/2 finding ker ſelfe to be witkchilde, made 
her great mone uuto her husband . and how he provided 
for her a ſecrer place, where ſhe was delivered. 


[Phe meane ſpace — — * rſula Anding her ſelfe tobe with 
chllde, a her vu no wn husbayd conſe one day with chwes 
vntoher, ſhe made her mone vnto him 2 O Criſpine how 
ſhall we oe » the time of my ſo2rowand ſhame dzaweth on; A 
nt lone we ora h Jfeare willbzing death 

vpon vs all: hy my deare Lay 
chinededpothy Chamber cloſe, aus we 

vntili Jhane found means fo 7 2. — 
But dot — meane faith ullp Teen will thou net — 
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teiue me, and fog feare of my Fathers wꝛath flie the Countrey 
if thou ſhouldeſt doe ſo, chen were J-the wzetehedff Lady aliue, 
Fozfake me not ſlwect Criſpine, whatſeeuer thou doeſt, but take 
me with thee whereſoeuer thou goeſt : it is not my fathers 
frownes that J regard, ſo J may haue thy fauour : what doe J 
care fo; a P2incely Pallace : an homely Cottage ſhall content 
me in thy companp. | 
© my Loue, 4 will rather learne to lyin hemp fo2 thy ſhop: 
th:&©d, than liue without thee in the eft pleaſure. 
I will not leaue thee mp deare Loue, ( quoth he) by that faith 
J vow, which IJ plighted tothee at our bleNed marriage; and 
therefoze be contented, and it thall not bee long befoze J re- 
farne; Leaning thus his ſad Lady, he came home, and ſectet⸗ 
ip bzake the matter vnto his Dame, deſiring her counſeU in 
this his extremity, * | 
What, how now quoth ſe) haſt thou got a Paide with child⸗ 
Ah thou whozſon villame, thou haſt vndone thyſelfe, how wilt 
thou doe now - thou haſt made a faire hand; here is now ſixteen 
pence a weeke befide Sope and Candles, Beds, Shirts, Big⸗ 
gins, TUaftcoats, Headbands, Swadlebands, Croſſeclothes, 
Bibs, Tgileclouts, Pantles, Hoſe, Shoes, Coats, Petti⸗ 
coats, Cradle and Crickets, and beſide that a: fanding-ffoole, 
and A Poſnet to make the Child 9 all this is tome vpon thee 
befrdes the charges ol all her tying in. Oh Criſpine Criſpine, Fame 
hearfilyſo22y fo2 the. | | Io un 
ut in god faith, ik 3 knew the 12 that hath bought 
thee tothis folly; J wonld haue her by the face, J ſweare to vou: 
foꝛ though J ſpeake it befoze thee(Criſpine) thou art a pzoper fel 
low, and thou mighteſt haue done full well, if thou hadſt had 
grace; God hath done his part on thee : and with that ſhe began 
with kindneſle to weepe. Whereupon her Hus band comming 
in asked what ſhe afled: Oh man, (ſaid ſhe) Criſplne! Mhy, 
Mhy what of Criſpine tellme. Why ſpeakeſt thou not Mee 
Mall loſe aged ſcruant, ſo we ſhall. What ſernant ſhalt wee 
loſe foliſh u oman ( — he -) Tellme quickly. O husband! 
by Cocke and Pie 2 ene, Ile haue Her by the nole. Mho 
thou haue e noſe. - What the Deuil art thou mad that 
thou vlt not an wer me Criſpine:,- who ut his Paſtevs coltt- 
ming ſhunned khe rooms, lending an eare vnto thoſe woꝛds, 
went to his Maſter, and ſaid vnto him: Sir, thefe foure pears 
— 3 ferued vou; and 8 Be e ”_ — au end = as 
haue found you after to mo, ruſt you haue had 
no great caul? ta anale of we, Heep beben zaczante) 
es 2142?) 7 egen nee 1 þ dee: 
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I baue ſometimes made offence.; and knowing at this inſtant. 
no man ſo neere a friend vnto me as your ſelfe, 7 haue thought 
good to impart my ſecret counſell to vou: ſomething J pꝛeſume 
vpon my Dames tauour : which made mee openthat vnto her, 
which now J wiſh J had not diſcoucred. Not withſtanding, 
refting moze vpon pour diſcretion than her ſecrecy, J would 
deſire your counſell in a matter that concernes mee very 
neere. Uerily ſaid His Maſter, if it bee a thing where: 
in J map doe thee gad, thou ſhalt finde that J will not fall 
from thee in thyſozrowes,. and therefoye be not abaſhed to de⸗ 
clare thy minde : foz Jſweare,if J may pzocure thee right, thou 
ſhalt put vp no wzong, Whythen ſir, thus i is (quoth he) 
my will running befoze my wit, J haue gotten a Paiden with 
childe, and J wot not in this caſe what to doe, that J might pꝛe⸗ 
ſerue the Maide from ſhame,and my ſelfe from diſcredit beſi des 
F doubt it it be knowne , ff will cof ne mp life : therefoze in 
ſuch caſe god Maſter, be ſecret, Tu nan feare nat quoth he) it 
is amatter of nothing: but J pzayfhee, now tell mee, what 
wanfon wagtaile is it that thou haſt clapt thus vnder the 
ap2on : O Maſter (gnoth he) the Kings faire Daughter 
Vriula is mpLoue, and the it is that liues in care fo2 my ſake. 
— of my heart thou whozfon unaue, quoth his Paſter, 

ou art a dead man. maruell how the Deuill thou cameſt to 
beſo bold with her ⸗Surely thou haſt dꝛawne on her ſhoes on 
Sunday, J may ſay, thou haſt left ſs gad a token behind: but 
intruth my bop 7 commend thee: that thou wouldef ſhot 
at the katreſt. Þea Sir, quoth Criſpine, and J haue hit the 
marke J trow, and doe verily belene > that none will ſhoof 
ſo nere againe. Nayſweare not, ſaid his Maſter, many may 
aime at fafre markes, and mo2e than one man hits them 
now and then: but what wouldſt thou haue me to doe in this 
caſe 2 My good Maſter (quoth Cri pine) the truth is, ſhee is 
mp wie; and the very ſame night my bꝛother was pꝛeſt fo 
the warres, J was married to her: andif you could tell me 
how ſhee might be deltuered of her burthen without any ſul⸗ 
pition, J ſhould not onely remaine beholding to von while 
J liued, but would alfo gratific pour k indneſſe in ſuch ſoꝛt as 
thould content you. Mis Dame all this while liſtned to their 
falke , and when ſhe vnder ſtood hee ſpake of the Kings daugh- 
ter . and that hee had married her, ſhee ſaid, Now Gods 
blefting on thy heart Criſpine, that thou art ſo care full fo2 thy 
wife, but ff maketh me wonder ſhe would marrya Shomaker; 
and a pooze fellow to, Paſter and Dame ( quoth 1 
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ſeeing 3 haue begun, Jle ſhew you a further matter as ffrange 

as the 12 be nerd ofticte times makes manp Noble 
erſonages to maske in ſimple habfte , as 7 did in a ſhep⸗ 

beards weede; and the truth is. Lad Vrſulats not igno- 

rant, that by matching with mee thee hath wedded a P2#n1 ce: 

and you may ſap, fhat theſe fine yerstwo P/ ces haue ſerued 

you obediently, vnder the ſimple boꝛrowe d na nus of Criſpinc ant 
riſpimus - 

Dar Ropall Father was flaine by the Empereur Maximinus, 
and the Nucene our Pocher yet lies ns — „ Mu pour pwzc 
bouſe, and theſe leather garments haue han our life of delence 
againſt the blood-thirſty tyzant. 1 22 * ſce , that though 
there were Hate towards vs in the F vet che re is laue 
peelved vs by the daughter. This muſt bee kept fo2 a cer- 
tame time from the knowledge of htm, left our liues pay u 
zeare ranſome foz our loues. Well Criſpine (quoth his Dame) 
be of god cheare, fo: Jhaneadenfce in my head, how to get 
——— out of her Fachers Pallace, that ſhe may be bzought 
to bed in my ownehowſe, out either hurt to thee , 62 diſho- 
nour to her, it thou wilt doe as J wiſh thee, When you doe per» 
ceiue that ſhee growes nere vnto the time of Her trauell, J 
would wiſh pou to wozkeſuch meanes as to ſet ſome træ on fire 
late in the night, that ſtandeth ſomewhet niere one of the Bea- 
cons vpon the lea coat,. wherebyit will follow that ſuch watch · 
men as watch at our Beacons, 5 the Beacons at the 
Ses coaft to be on fire , will ſct theirs on fire alſo. Then will 
there be a great hurly burlie , with the pꝛe parat ſon of men at 
Armes on all ſides , fo withſtand a fuppoſcd foe, that which 
they ſhall neuer unde: chen ( as you know) Maximinus with his 
houſhold will bee in moſt feare , becauſe hee is moſt heted, 
that whiteft hee is abꝛead, the reſt of his houſhold will eue⸗ 
ry one of them ſie ke fo2 thefrowne ſafegard, amongſt the which, 
let faire Vrſulabe one. who hythat meanes ſingling her ſelfe 
alone, map fake vpmy houſe, ard here ſhe may be cloſely kept 
till wee be delfuered, taking vpon her the name and habite of 
a ſimple woman, But the truth of this (quoth Criſpinc) 
I doubt it will ſone be perceived and found dit; then howſhall 
Lady Vrſula doe, fo: ſhe will ratght be aſſed. Tuch that's 
no matter gquoth his Dame) anvmiCed let her be, vntill ſuch 
time as ſhe is ina better cafe ta goe againe ; fo: in ſuch a 
tumnlf as then will be, they will e many things, that one 
miſchance 8: other is befaflen her: da ff ſhe be in health.that che 
hath ward ed into the woods oꝛ ſome other 23 
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+ deaxe Mater and Dame, are we bound to your faueurs, that 


haue maintained our honours with our — — foꝛ by this 
meanes, J hope wwe chall make a toyfal conc 


lion ot our ſo:rew: 
full beginning, and J will ſo wozke, that the Emperoꝛ ſhall con⸗ 
firme what ts already begun; Jmeane , the honour due to theſe 
Paincely — — together with our happy loztunes pꝛocure 
our mother b 

YHereupon,- within a ſho2t time after, he made pꝛeparation to 
the Court, he attired himſelfe in Pzincely manner, and with a 
molt knightly grace he delivered fs Maximinus, the King of Gauls 
letter, where he certified the © mperoz of the honourable dæds 
perfozmed by Criſpianus, whereupon he reseiued him to great fa- 
your, — vnto him: Right renowned Knight, foz the great 
Honour thou haſt done me in France, J will honour thee with any 
thing which thou ſhalt command, that ſtandeth with the Ha⸗ 
#effp and credit of an Emperour to giue. Then J beſ&ch your 
Þighnefſe (quoth he ) to grant me the life , and liberty of my 
deare mother, that late Quene of Logria. Art thou her ſonne 
Lald Maximinus? although thy father was my oe, pet J muſt 
nerds ſay, he was a couragious and warlike P2ince : thy ſuit is 
granted. And once Jhadadaughter was wozthy of thy lone, 
But vnconſfant Foztume hath bereft me of that bliſſe: but had it 
pleaſcd the faire Þoanens to haue left her ms till this day, J 
would haue made fhee moze honourable by her match : But ſ@- 
mg that my wiſhing doth nothing p3ofit hee, take hence the 
richeſt Jewell I have, and be thou next my ſelfe in authoꝛity: 
avith that he foke from his owne necke a Collar of moſt pze- 
cious Diamonds, and gaue it to criſpianus, ſaying, Be thou as 
ßoztunnate as Policrates, 


CAP. IX. 

How faire Vrſula came before her father with Criſpine her huſ- 
band, wh o was joyfully received by him, and in the end had his 
good will to confirme the marriage betwixt them, whereupon 
there was great joy on both fides. And the ſhoomakers in honour 
of this happy day, made a joyfull ſong. 


Wen a cerfaine ſpace affer,wo2d was bzought to the Em⸗ 
| perour,that his daughter was with a Shamaker come to 
the Court; whereat Maximinus was ſtricken into a ſupden toy, 
lay ng: An honourable Shomaker may he be that hath bought 
my latre daughter againe, Welcome my ſwært Vrſula, aud in — 
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time welcome to thy father;and welcome alſo is this happy yoeig 
man, that hath ſo foztunately bzought thee ; and turning to Crit: 
pianus he ſatd: Noble Sir Knight,take here my daughter to wife; 
Moto deare Father (quothſhe) this man hath beſt deſerued mp 
love, that hath, pꝛeſerues my life, and his wife will J be, Why 
Vrſula, ſatd her father, wilt thou dar ken the ſun-ſhine of my top, 
With the clouds of fouls obſtinacy, and yoke thyſelfe ſo vnequal: 
ly: This man is a Pꝛinte. And this mans ſon is another(quoth 
the.) That is ſtrange ſaid the*Emperour ; can that childe be a 
P2tnce, whoſe father is but a Shomaker - 

Then anſwered Vrſula, Pp Ropall Father, a Shamakers ſon 
is a Pʒince bozne : Polk gracious Lozd (quoth Criſpianus ) the 
very like ſentence did Fheare the renowned [pbicrares pzononnee 
to the King of eaulcs, when he vpb2zatfded him with his birth: 
with that Criſpines Dame pꝛeſented the childe to the Emperour, 
and faire vrſula was very diligent to vucouer the childs fate, and 
held it to her Father. herd Carney — (quoth he) art thou not 
aſhamed-to hononr a baſe bozne bzat ſo much - hence with 
the Elke, and there withall puſht it fromhim ; whereat his daugh- 
ters teares trickled downe her che&ks, and ſo kiſing the childe, 

aue it agame to fhe woman. What (ſaid M x minus) doeſt thou 

oue the childe ſo well, that thou mutt kifſe it, and weepe fo; if - 

J haue cauſsdeare Father (quoth the) fo that this childs mother 
lay in my mothers belly. 

At thele woꝛds the Emperour ſuſpected ſomething, and de⸗ 
manded of Criſpine of what parentage he was. And then know⸗ 
ing that he was Criſpianus bzother . all the controuerſte was en- 
ded, and their ſetret marriage confirmed openly. with great ioy 
and triumph: at which time the Shomakers in the ſame towne 
made Holiday to whom Criſpine and Crifpizavus ſent moſt Pʒince⸗ 
ly gifts foꝛ to maintaine their merriment. Aud euer after vpon 
that day at night the Shomakers make great cheare au? feaſt⸗ 
ing, in rememb2ance of theſe two P2incely bꝛethzen: andbe- 
cauſe it might not be fo2gotten , they cauſed theix names to be 
placed in the Kalender fo2 a yerely remembzance, which vou 
chall finde in the moneth of 0&obcr, about thzw dayes befoze the 


feaſt of Simon and Jude. 
T be Shoomakers ſong en Criſpianus night, 


Wo Princely brethren once there were, 
Right Soanes unto a King, 
Whoſe father tyrant * * e 
b EA... 
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The pleaſant Hiſtory 


to cruell death did bring: 
Criſpianus one was call'd, 
the eldeſt of therwoz 
Criſpize was the others name, 
which well had learned to wooe. 
Theſe brethren then were after faine, 
from fathers houſe to flie: : 
Becauſe their foes to ſpoile their lives 
in privy write did lye: 
Into a kind Shoma kers houſe, 
they ſuddenly ſtept in; 
And there to learne the Gentle Cra, 
did preſently begin. 
And five yeares ſpace they lived ſo, 
with great content of minde; 
So thas the Tyrant could not tell, 
—— rg he ſhould them — : | 
h every day to Court they came, 
— Ladies feet; 
They were not knowne by their attire, 
they us'd themſelves ſo meet. 
At length unto the furious wars 


was —— preſt: 
Whereashi in y ptoweſſe then 
he tried above the reſt, 
But Criſpine Found him better ſport, 
would I had Criſpine beene : 
The Kings faire daughter lov'd him well, 
as it was after ſcene, 
The length of this faire Ladies foot, 
fo well did Criſpine know, h 
That none but he could pleaſe her mind; 
= — truth is — 1 
me he by night or elſe b , 
he was — z a 
With kiſſes ſweet ſhe did him Pays 
and thankes for his good will, __ 
So oft theſe Lovers twaine did mee te, 
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ThatartchelafttheLady ſaid, 
ſhe ſhouldbe ſhamed quite; 

What was the matter tel me true, 
that ſo her ſorrow bred? 

Her Shoomaker moſt daintily 
had gother maiden head. 

Bur he at length ſo wiſely wrought, 
as doth the Story tell: 

Her fathers right goodwill he got, 
and every thing was well, 

And (riſpianns came againe 
from warres victoriouſly: 

Then Shoomakers made Holyday, 
andtherefore ſo will I. 

And now for Criſpianus ſake, 
this wine I drinke to thee, 

And hethat doth this marke miſtake, 
and will not now pledge me: 

He is not Criſpianur friend: 
not worthy well Iwot, 

To have a Lady to his Love, 
as Criſtene he hath got. 


CAT. X. 

How Sir Simon: Eyer being at firſt a Shoomaker, became in th 

end Mayor of London, through the counſel! of his wife:andhow 

he broke his faſt every day on a Table that he ſaid he would not 
MI for a thouſand pounds: and how he builded Leader Mall. 


Od Ce ea rele an 

on 3 
known by the name of Sir Simon Eyer, hole fame Fineth in the 
mouthes of many men to ſhis day, who be deſcended from 
meane parentage, Gods — the end he came to be 


* 


à moſt woꝛthy mau in the common⸗ | | 
This man bzought out of the Nozth Countrey, 
was bound p2 fo baer „bearing thenthe name of 


che Genr'e Craft (ag ſtill it doch) his Maſter being a man of rea- 


— — — Journe __ and zentiles p i 


The pleaſant Hiftery 


excludeth all wearines; foz when leruants doe ſit at their wo;ke 
uke D2omedartes, then their minds are neuer lightly vpon their 
buſinefce ; foz it is an old pzou2rbe, 

They prove tervants kind and good, 

That ſing at their buſineſſe like birds in the wood, 

Such fellowes had this young i ad, who was not behind with 
many Nozthcrne zigs, to anſwer their Southerne Songs, This 
youth being the youngeft p2entile in the houſe, as occaſion ſer: 
ued, was often ſent to ſhe Conduit foz water, where in ſhozt 
time he fell acquainted with many other pꝛentiſes comming thi⸗ 
ther fe2 the lame intent. 

Nowtfheir cuſtome was ſo, that every Sunday mozning diners 
of theſe p2entiſes did vſeto goe to a place nere the Conduit, to 
bzeake th ir faſt with pudding⸗pies, and often thep would take 
Simon along with them: but vpon a time it ſo fel out, that when he 
thould dzaw monepto pay the ſhot with the reſt that he had none, 
Whereupon he merrily ſatd vnto them: Pp faithfullfricnds, and 
Conduit companior's, treaſurers ofthe water tankard, and main 
pillers of the pudding-houſe, J may now compare my purſe toa 
barren Doe, that yelds the Keper no moze god than her empty 
carkaſſe: oꝛ to a had nut, which being opened hath neuer a ker⸗ 

nell: therekoꝛe, ik it will — vou to par don me at this time, and 
excuſe me foꝛ my part of the ſhot, J doe here vow vnto pon, that 
ik euer J come to be Loꝛd Yayo? of this City, J will gine a 
bꝛeakfaſt vnto all the pꝛentiſes in London. We doe take pour 
wozd ( quoth they.) and ſo they departed. 
It came to paſle, that s mon having af length woꝛn out his yers 
of Appzentilhip, that he fell in lone with a Maiden that was 
ne&re neighbour buto him, vnto whom at length he was married 
and got htm a ſhop, and laboured hard daily, and his roung wife 
was neuer idle, but ſtraight when ſhe had nothing to doe, ſhe ſate 
in the ſhop and ſpun: and hauing lived thus alone a pere oz there- 
about, and hauing gathered ſomething together, at length he got 
him ſome pꝛentiſes and rr „and he could not 
make his ware fo faſt as he could haue ſold it, ſo that he ſtod in 
great nedeof a Journeyman oꝛ two moꝛe. 

At the la ſt, one of his ſeruants ſpying one goe along the ſtræt 
with a fardell at his backe, called fo his Paſter, ſaying, Sir, 
vonder goes . Huges bones, twenty pounds to a penny. Run 
pzeſently/quoth he and b2ing him hither. The boy running fozth 
called to the man, ſaying . God fellow, come hither, here is one 
would ſpeake with yen. The fellow being a French man that had 

ven in En; LANG turn a abow N 3 TA, wa * ſea? 
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Mill you ſpeake wed me: Hea » what you haue: tell ame, what 
pou haue, hea - And with that comming to the ſtall, the god man 
agkt him ik he lackt wozke, We par ma tor, quoth the Frenchman, 
Mereupon Simon toke him in, and to woꝛk he went merily, where 
he behaued himſelfe ſo well, that his aſter made god account 
of him, thinking he had bene a Bachelour , but in the end it 
was found other wile. | 

Thts man was the frſt that w2ought vpon the low cut ſhoe. 

with the fquare toe, and the latchet ouerth wart the inſtep, befs22 
which time tn Englandthep did weare a high ſhoe that reached 
aboue the ankles , right after the manner of our husbandmens 
ſhocsat this dap, ſaue onelythat it was mane very ſharpe at the 
toe turning vp like the taile of an Jfiand dog: 02 as you lee a 
Cocke carry his hinder feathers. 
Now it is tobe remembzed,that while ohn Denevaledwelt with 
Simon Eyer, ft chanced that a ſhipof the Ils of Candy was d2inen 
vpon our Coaſt, laden with all kinde of K awnes 4 Cambzicks, 
and other linnen cloth : which commodities at that time were in 
London very ſcant, and exc@ding deare : and by reaſon of a great 
leake the ſhip had got at Mea, being vnable to ſaile any further. 
he would make what p2ofit he could of his gods here, 

And being comet o London, it was lohn Denevales chance to meat 
him, in the ffrets, to whom the Merchant ( in the G2&k fongue) 
demanded where he might haue lodging, fo2 he was one that 
had neuer bene in England hefoze, and being vnacquainted, wilt 
not whither to goe : but while he pake Gꝛeke, ohn Denerale an; 
ſwered him fill lin French, which tongue the Merchant vn⸗ 
derffod well: and therefoze bemg glad that he had met with 
one that could talke tohim.he declared vnto him what fempeſts 
he endured at Sea, and allo how his ſhip lay vpon the Coaſt 
withſuch Commodities as he would fell. Truely Sir, (quoth 
lohn) Jam myſelfe vut a ſtranger in this Countrep , and vt⸗ 
terly vnacquamnted with Merchants, but J dwell with one in 
the City that is a very hone ſt man, and it map be that hee cen 
help vou to ſome that wil deale with you fo2 it, and if vou thint it 
god, J will moue him in it and in the meane ſpace. 3 le bʒing vou 
where you may haue a very god lodging; to mozrow mozning 3 
will tome to von againe. | 

Sir, ſaid the Perchant , if you pleaſe to doe me that fayour, 
Ile not onely be thank full vnts vou fo2 the ſame, but alſo in 
molt hon e ſt ſoʒt will tontent vou foz pour pames: and with that 
they devarted. 12. 5 

Nowlo fone as ehm theEccackpan came home, he — 

er 


—— — — — 


hes — 


— 


witelending foz him fo ſup» 


e,) J was ſtudying how fo make my ſelſe Loꝛd Baysz 
and thee a Lady. 

Now God helpe you ( quoth hee) J pzay God make vs 
abls to pay every man his owne , that wee may line out of 
debt and danger, and dꝛine the Wolfe from the doze, and J ve- 
ſire no moꝛe. But wife, ſaid he. J p2ay thee now tell me,Doeft 
thou not thinke that thou couldſt make ſhift to beare the name 
of a Lady, if it ſhould be put vpon thee⸗ In truth Hus band 
(gquoth ſhe ) Ile not diſlemble with pou, if your wealth were 
able to beare it, my minde would beare it well enough. Well, 
wfe, reeplicdhe, J etlithee now in fadneffe, that if 3 had ino 
ney, there is a commodity now to be bought, the games where⸗ 
of would be able to make me a Gentleman fo2 euer. Alas hus⸗ 
band, that dignity your trade allowes you already, being a 
Auire of fhe gentle Craft, then how can you bee leſſe than a 

fleman ſeing your ſonne is a Pꝛints bozne» Tuſh wife, 
D 1 oſe titles doe onely reff in name, but not in nature: 
of that fozt had J rather be, whoſe lands are anſwerable 

to their verfues. and whole rents cam maintaine the greafneſſe 
of their minde. Then ſweet hus band. fell me.ſafdhis wife. tell 


me, what commodity is that which voumught cet ſo much dy f E, 


. 
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ur telle hath ſome money, and it ſhall got very hard 
— 4 — 


hal lole ſo god a bargame, ea couple 
r nee tus hers firſt married, and 


gien God 


f his wi : though womans wits are not able fo t Bo 
hend the greateft things, yet in doubtlul matters thep off help en 


Well wife, what means pou by this (ſaid her husband ⸗) In 


truth quoth the, J would hae pou fo plucke vp a mans 4 


tpedtiy chop vp a bar gaine foz theſe gods youſpeake of. Abo 3 
quoth he. which way ould J doe it, an not able fo: te 
pormds. to lay vowne th2cethouſand pence? Tuſh man 
thee, what of that - every man that beholds a man in 
kate, knows not what he hath in his purſe ; and wwhatſoence 
Hee bee that owes the goods , hee will no donbt bee content 
to ffay a mon'h fo; his money, o2 thzee weekes at the leaff; 
And J pꝛomiſe pou fo pay a thouſand pounds a weeke ts 
Lax payment, and J map ſay to you, not much ta be 


ol. 
Now hns bam, J would haue you in fre Pozning goe with lohn 
the Frenchman to ſhe Gꝛe tian er chant and with god viſcre- 
tion d2fue aſound bargaine with him fo: the whole fraught of 

Ship, ard there upon giue him halle a dozen Angels in carnef, 
eight am twentydayes alter the d 2 goods, con- 
ditton fo del ner hun the reſt of his money; yr op 
he) doeſt thou tmegine that hee Wonld fake my wed koꝛ fo 
waighty a maſſe of money, nd to deltuer his gods vpon ns bet- 


„* 
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The pleaſant Hiſtory | 
Sd Lo2dquoth ſhe, haue ven no wit in fach a tale to make 


his money. 
Acco2ding to that time, Nowſwet heart (quoth the) this Alder⸗ 
All things that ſhall be neceſſary agatir that tt. Tu hae 
her puſband anf thou imagine 


chant doubtfull of my dealing:foz men of fimp 


gs —— — — ſhe) it chall not be ſs wt 
pon. fo) iohnthe F renchman ſbal ſuch god repoꝛt to the Per 


chant los your honeſt dealing (as J pzaiſe God he can dee no 
ice) that the” Gzecian will rafher concetue the better of vou 
tha otherwiſe : (udging you a p2udent diſcræt man, that wii 
not make a ſhew of that vou are not, but go in pour attire agr&. 
able to your frads, And becauſe none of our folkes ſhal.be pzinp 
to our intent, to mozrow weele dine at my Confin ichn Backer; 
in S. Clements Lane, which is not farre fromthe George in tum. 
bardeſtreer, where the Merchant ſtrangers lie. How Ale be ſure 
that all thin gs ſhall be ready at my Couſin loss that you ſhall 
pat 
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pu on in the affernone. And there he ſhall firff of all with his 
ciTers ſhap of all the ſaperfluous hatres, and faſhion thy buthy 
beard after the Alvermans graze cut:then ſhalhe wach thee with 
aſweet Camphire Ball , and beſpzinkle thine head and face 
with the pureft roſe water; then ſhalt thou ſcoure thy pitchy fin 
gers ina baſonot hot water, with an ozdinary waſhing Ball: 
and all this being done. rip thee from theſs common werds, and 
Ile put thee on @ very faire doublet of tawny ſattin , oner the 
which thou ſhalt haue a cafſocke of bzanched damask, furren 
round about the Skirts with fhe fineft foynes , thy bzeeches of 
blacks Uelnet, and ſhooes and ſfockings fit foz ſuch array: a 
band about thy necke as white as the dʒiuen ſnow , and fo thy 
wziſts a pzetty pane of cuffs, andon thy head a cap of the fine 
blacke, then halt then put on a faire cowne, welted about with 
eluet , and ouerthwart the backe thwart it ſhall be with rich 
loyne, with a paire ofſweet gloues on thy hands, and en thy 
fozefinger a great ſeale ring ot᷑ gold. ; 

Thou being thus attired, Ale intreat myCouſin ohn Barber, be- 
cauſe he is a very handſome young man, neat and fins in his ap⸗ 
zy haf bpon pou batefhe Berg bat, a5 {f ho were yoolr man, 

o o rthants, as 0 
which he will doe at the firkt. becauſe oneof you cannot vnder⸗ 
Tan the other ſo that it will be ſaffictent with out ward urfefie 
one to greet another, and he to deliuer vnto you his notes, and 
yon fo giue him pour Bill, and ſo come home. 

It doth my heart god to ſee how frimly this apparell doth be⸗ 
come you. in good faith hus hard, me ſeemes in my mind, Iſee 
vou in it already, ard hob like an Alderman you will look, when 
vou are in this coſtlyar ray. At your returne from the Merchant, 
you ſhal put of all thefe clothes at mp Couſins again, and come 
home as you did goe fozth. Then tell lohn the Frenchman, that 
the Alderman was with the Perchant this afterugone ; you 
may fend him to him in the mozning, and bid himto command 
that his {fp may be bʒought done theR fuer : while ſhe is com- 
ming about, you may giue notice tofhe Linnen Dꝛapers ot the 
commodities you haue comming: Enongh wiſe (quoth de) thou 
hatt laid e , and by the grace of God, Ile foltow thy cou · 
ſell, and J not but to haue gobfoztune.. = | | 


G2 | CHAP. 
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Fer heart pœlded to, with inward delight and content. 


The pleaſant Hiſtor/ 


CIA. XI. 
How Sinum Ezer was ent for ta wy Lord Mayors to ſupper; 
and ſhewing the great entertainment he and his wife had there, 


ANm 225 per time an Homaking her ho 
A Ter the cou deute, paſſed 


En, 1 LD 


Bape) th 8 Great rich haomaker and his wife were alrea- 
pon 02d Payoz in c 8 8 
e all to 12 fa aping, You m2 moft heartf 
cate od Maſter Eyer, and fo ts vout᷑ gentle en 
cane e Lany ayezes allen hem both m1 
ner, faying: Mel god Malter Eycr and Mitre 2 55 „ 
— — —8 and, ſet her do lone among the Gentle wo: 
'Dir(q 62d : ou are a Shoma- 
. . 112 . wn ye gads of the great 
422 n myLo2d of the Gen: „ quoth he, and 
658 of the great Argozy are mine I. 
my deb! 0 


you much op of r 2, and 

trult Fremd call de fo; fome part thereof. 25 L, 
ing then ready to be b2ought in, the guoits were placed each 
ep ano their calling. ing Simon 


P Loy d 
Rade ard the Lady 1 ſam his wite would 


haue them fit nære m it they with 
ay lding his 
. fp ee infra vou not to be frou 
ale thus: and as fo2 thoſs Gentle- 
men 4 preſent t 5 2 ge le na · 
ny times we haue ben 115 kg be the 
K neu 4 allo, y 5 — 
vou, arg r 0. able, "nd fo lfrap eber 
(tera ae ee 
— polt 2 


un 
Mhen Simon —— was no remedy.thep ſate them down, 
buf the po2e woman was ſo abaſhed, that ſhe did eate but little 
— Table bearing — at the table with a comely t 
modeſt countenance: but what ſhe wanted in outward feeding, 
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Now ſoit was, many men kne dd not Simen , and ſting 
—_—— nar wy eee e aoke ons 
another wh was. And if was enough to; Simons wife with 
ſe and hearkenafter ene 


(pd 012086 eares, to ry thing that was 
9} * ry 

aue wealthy © Maren, Table, ſpake foSimon, 
and fafd. Sir, in — will Jd2inke to your good health ,but J be- 


f&ch you pardon me, fog F know not how to call your name: 
with that my Loꝛd Mayo anſwered him: ſaying, his name is 
r Eyer, ma Rants the Gentleman that bought ali the goods 
that came in che blacke wanne ef Candy, and befoze: Hon, 
though he ſit here in i mple ſogt, toꝛ his wealth I doe verily be- 
toene hee is moꝛe ſiifficient to beare this place than m ſeite. 
This was a man that was neuer thought , lining obſcure 
amonalt vs, of none account in the epes ot the wozld, carrying 
the countenance hut of a Shoomaker, and none ot be beit ſozt 
neither, and is avle to deale ſog a bargaine ot fine thouſany 
poumds at a clap- We doe want manyſuch Shoomakers (fayy 
the Citſzen : ) and ſo with ether diſcourſe dꝛous out fupper, at 
what time rifgng from the Table, Simon and his wifc rec 
ſund2yſalyiations of my Loꝛd ꝙayoꝛ and his Lady, andot᷑ 
thereft of the woꝛſhipfull gueſts, departed home to their me 
houle: at what time his wife madsſuch a recitalot the matters; 
how bꝛauelythey were entertamed, what great theme was 
there, alſo what a great companyof Gentlemen and Gentle⸗ 
women were there, and howoften they dꝛanke to her husband 
and to her, with diners other cirtumſtances, that 3 beleene, if 
the night had veene ſix moneths long as it is vnder the Nozth 
pole the would haue found talke enough till mozuing. DE 
atruth (gueth ſhe) although AI ſate cloſely by my Ladies fide, 4 
could eate nothing foz very toy, to heare and (ce that we were 
ſo much made of. And neuer giue me credit husband, ik J did 
not heare the Officers whiſper as they ſtood behind ms, and 
all demanded one ot anofher, what yon were and Nhat N was: 
D quoth one doe youſee this man marke him well and marks 
his well tat ſimple woman that ſffs nerf my dy: hat 
are they? What are they 117 Marrythis is the rich 
Shoomaker that bought ail the goods in the great Argo zie: tel 
yore there was neuer ſuch a Shoomaker ſeene in London fince. 
the City was builded. | | 
Now bymy faith (quoth the third) J haue heard much of hen 
fo day among the Perchants inthe ſtreet, geing bet weene the 
two Chaines; Credit me husband, of mine heneſty this — 


0 —_ 


 , 
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their communication. Nay, and doe you not remember when 
the rich Citizen dzanke to you ( which craued pardon, betauſe 
he knew not — name) what my L 02d Payo: latd » Str(quoth 
he) his name is Pafter Eyer, did you marke that: and pꝛeſentiy 
thereupon he added theſe wozds : This is the Gentleman that 

bought, and ſs fozth. The Gentleman vnderſtad peu, did you 
heare him ſpeake that woꝛd y 

In troth wife (quoth he) my L 02d vitered many good woꝛzds 
of me, Jthanke his honour, but à heard not that. No (quoth 
the) à heard it we ll enongb : feʒ by and by he 8 further, 
faying : I ſuppoſe though he fit here in ſimple ſezt, he is moze 
fufficient to beare this charge than my ſelfe.'Yea thought J,he 
may thanke his wife fo; that, if it comeſo fo paſſe. Nay, lays 
Simon, Jthanke God foz it. Vea, and next him, you may th 
me (quot ſhe.) And it did her ſo much god to talke of it, that 
Aſuppole, it ſhe had lined till this day, the would yet be pꝛat ing 
thereof, and if fl pe did not dziue her from it. 

And now ſ&ing that Simon the Shomaker is become a Mer- 
chant, we will temper our fongues togiue him that title, which 
his cuſtomers were wont to doe, and from hencefozth call him 
| Eyer,who while he had his affaires in hand, committey 

gouernment of his ſhop to John the Frenchman, le auing him 
fo be gnide to his other ſernants, by means of which fauour . ohn 
thought himſelle at that time to bea man of no ſmall reputation 


CAP. XII. 


How Iola the French-man fell in love with one of his Miſtres 
Maides: and how he was croſſed through the craft of Haunce the 
Dutch-man. | 


T the ſame time there was dwelling in the houſe, a jolly luſty 
*wench, whoſe name was Florence, whom obn the Frenth⸗ 
mam loned dearely well, and fo; her only ſake he bꝛought many a 
god bottle of wine into fhe houſe, awd there withall ſo ſoone as 
their Paſter and pfffrefſe were gone to bed, they would often- 
times make merry amongtt themfclues; which Haunce a Journx⸗ 
man in the ſame honſe per cefuſng.fought to croſle them agmach 
as in him lay, the x hy to bʒing his own purpoſe the bettet to paſſe, 
which was to ioynt the Maldens fauonr fo his owne affection, 
becauſe the Frenchman had great eſt gaines vnder his 
er, « being thereof no niggard when he had got it, the _ 
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vd moſt delight in him, t little eff@nted the Dutch nan, though 
hiz god wfll were as great towards her as the other : fo2 they 


could not be in any cozner of the houſe together, noz contd the 
mete in any place abzoad, but the Dutchman would il wat 


Upon a time. Florence heing at Market, her Loue John went 
koꝛth ol he ſhop to mæt her, and Haunce ſtayed not long behinde, 
— 10 pee them, and heard his fellow lohn gueſtion- 

K er Slot. 

What Florence, what haue pou in your basket - hea, let me ſ& 
What you buy. Marry lokn (quoth che) Jhane bought Wefe and 
utlen, ard ofher things. Come, come, muſt you pepe in my 
basket (quoth ſhe) away fo: ſhame away, Be got Florence, me 
will ſee alittle : ha, ha! Florence, pou buy the pudding, hea, von 
loue de puddings ⸗ Florence hea : Pea Sir (quoth the) what if 3 
doe lone puddings ⸗ what cere pou - of my tra Florence, if 3 be 
pour hus band. me will giue you pudden ſhail warren. y bul⸗ 

and quoth ſhe⸗) in fatth ſir no, A meane not fo marry a reuch⸗ 
man. What Florence, de French man be de god man: but Flo- 
rence, me will giue you a pinte of wine by mp treat. 

O, Jcannot ſtay now, Ithan ae you lohn. What (quoth he) 
Florence, xs ffap with your friend J ſhall make pan ffay a littie 
time: ans ſo with that, taking her byte hand into tꝰe Tanerne 
they goe, and Haunce the Dutchman following them, and ſate 
cloſe in the nerf rome, « by that meanes he heard all that they 

laid, and that they appointed the next Sunday to noe to I ſlington 
| — — there to be merry : and lo the Pats haſting away, 
ey departed. 

We! (quoth Haunce ſecretly to himſelfe ) it hall goe hard buf 
| Ile diſappoint pou, Sunday in che aſternone being come, loka 


the Frenchman , accozdmg to appointment, went befoze to 
Iflngcon, leaning Florence fo come after, with another Parde, 
which dwelt in the ſame houſe, whileſt he pꝛepared god cheare 
fs2 their comming : and the moze to make her merry, he hired 
a noiſe of ꝙuſi tians to attend their pleaſure, 

And as it after happened. his fellow Haunce p2zeuented this 
ſpo:t, who watching in ſhe flelds ſoꝛ Florence. at length he ſpied 
her tomming: to whon he ſaid, Well met faire Florence, pour 
krtend lohn hath changod his minde: fo2 whereas he appointed 
you to mitte him at [Ningto-, pou ſhall loſe peur labour fo to doe, 
fo: he is not chere. No: HowTo ſaid Florence » The reafen is 
| this (aſd Haunce ) O farre as J can vnder ſtand by him. be 

thinkes vou are very fickle and inconſtant ; ard becapſe ft 


The pleaſant Hiftory 


was his chance this mozning, to ſee pon fpoake ea vou; 
man that paſſed by, he ſaith verily, that you are narueilous 
great diſſembler: and tu this humour he is gone J know not 
whicher. 4 : 

And is if even ſo, ſaid Florence? Ye tell thee what Haunce, he⸗ 
caufe-he hath made thee pziny to his minde, J will Chew thee 
ſomewhat of mine. Doth he ſufpec me becaufe J diy but 
to one - F.q if he be ſo tealous now, what will he be here- 
after 2* And therefoge inſomnch that it is ſo, let him goe to the 
Deuill, hee hall very well uwe, that J will ſet as light b 

um, as he doth by me: Did the unaue get leaue of my ii 

oꝛ me to come abzoad this day, and doth he now ſerue mer 
thus - Well, this ſhall teach me wit, in faith, and ſs we turnes 
backe agame. 

Aan gurt Haunce) ſeeing vou are now abzoad,let me intreat 
pon to goe fo Hogdsdon, and J will beſtow a meffe of creame vp- 
on you. In the end, ſhe was wen. and as they walked together, 
Haunce ſpake thus vnto her: J know not what cauſe lohn the 
Frenchman hath ginen vou, to beare him ſo god will, as J per- 
ceiue pou doe, but in my mind, he is a far vnmtet match foz yon. 
And thus much I know, he is ot a hep neon nature, a 
wauer ing minde and decoiffull heart, he did pzofeCo great god 
ill to ys in out ward ſhe w, but J haue hears him ſpeałke moft 
1 lily of yon behind your back. making his vaunts, that 
he had pou at a beck of his finger , ard holy that fo a pinte of 
Wine, he could t aule you fo follow him vp ard down onrr al the 
Citp. Florence, Jam a fwle to tell you thus much, ff may be pou 
will ſcarce beleue it, and fo2 my part,J will not vrge pou fhere- 
virto : but in treth, lone what J tell von, it is fo goed will, be- 
Lauſe J haue bene ſozrp to ſ vou abuſed. 

Jthanke yon good naunce (guoth ſhe) may beleeue it well 
nough: but from hentefozth 3 know what J haue to doe: 
Iconfefſe indeed, that J haue dzunke with him ab2oed , but 
M mas at his owne earueff entreaty, neither tould J ener be 
t quiet fo2 ſhe Knaue, he doch ſo follow me vp and done in e⸗ 
nery plate, hut ſœ ing J know his dillimulat ion to be ſuch, it 
2 doe not reguſte him in. his Rinde, fruff mee not moe: 

and now J am heartthy ſozry that 3 was fo foolifh as fo follow 
him this day af his appointment: but ſa ing he hath ſerued me 
thus, he ſhall not know of my comming ont of doozs. and ſhere⸗ 
—— Haunce , dos not tell him that yon met me this day on 


Va in faith Florcnce (quoth he) 3 wil not om y be ſecret to we, 


a. ©. tee. 
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bat will xifo from Fhencefozth acquaint thee with all my pꝛot . 
| dings. And haulng eaten their creame,Haunce hʒonght her ſome 
part of the way home ward: ane taking his leane of her, hs went 
ck to ſœ if he could met with John the F2enchman, who hau- 
ing ffayedat Iſlington fo Florence vntill almoft night, and ſhe not 
comming, he and the uſi cians together were faine to eate v 
che meate, without moꝛe company. which canſed ) ohn the french 
man to ſweare like a Turke. | 
And as he was comming home ward oner the ns chafing 
and. fretting to himſelfe , who. ſhonld he mete withall but 
Haunce the Dutchman , who ſafs ſo him: What, John, who 
thought to miete pou here - Here thou ſeeſt J am now, ſayy 
John? but when came you fror home Marry but even now 
(quoth Haance,) And who is at home, ſaid ſohn The offer 
auſwered , there was no body but their Miftrefſe , and the 
Maid Florence, with the reſt of the houſhold : Js Florence at home, 
ſaid John The diuell take her fo: me, thee hath made a right 
foleof me indeed. Yow ſo, quoth Haunce » Then the other in 
a great chafe, ſaid: Be Got ſhall be reuenged, Florence mock an 
me to much, tomuſh ſhe make me beleue we loue me, an me 
fink ſs to, and be Tot ſhe make me a Jack fole, When Haunce | 
heard him lay ſo, he laſd: Alas god )chn, ſhe loue thee / It you 
think ſo, vou are greatly decetued:fo2 ſhe is the ſcoffingeft que an 
min London: And I haue heard her behinde your backe, fomock 
and flout pon, ſaying : Doth ſhitten lohn thinke that J will mar⸗ 
ryhim - Jn faith fir no, When the Fzenchman heard this, he 
ſtampt like a mad⸗man, and bit his thumb, ſaying : Mordue me 
hall be reuenged be Got: ſhiften Jobnꝰ call a ſwitten cha, hea⸗ 
A deput in corroyname ſhane, fhitten John, no better name but 
chitten ohn - It is as J tell you qusth Haunce: and me2eouer, 
the ſayd the ſcoꝛned to tome after you to Iſlington, ſaying, the 
| would ſe you hanged firſt. Well be nomatre, ſbe no lone me. 
me no loue ſhe, but me all goe home, me chall, and beat as a 
ſtockſich. Nay, doe not ſo, ſalid Haunce, but let her alone : fo? it is 
no credit fo2 you fo beat a woman: and beũ des that,. it vou Gould, 
our aſter would turne von out of do2cs ;therefoze be quiet a 
22 be ſecret in that J haue told yon; then ſhal pou ſee how 
U. 1 ; 

In this humour they departed : at what time, ohn full of me⸗ 
lancholy, ffod frowning by the fire-fide : and asfhe Paid went 
vp and do une the houſe about her buſinefſe,he taſt lakes on her, 
as fierce as a Panther; but ſhe, by reaſdnof the Dutchmans 
tale to her, ſhewes her lelle as —— as he was 2 
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not onte calf her eye towards — d 5 
time ofa (enight o; Lorem thus they dzone out the 


CAA. XIIII. 


How Maſter Eyer was called upon to be Skeriffe of Londun, and 
how he held his place wich worſhip, .. 
| 891 


* 4 
4a ks 


1 


buũ neſſe, had ſold 


12 this ſpace Mater Eyer fol 

lo much of his Perchandi ze as the Gzecian his whole 
money: and pet had teſt ing to himleife thze times as much 
as he had ſold, whereof he fruſted ſome to one an, and 
ſame to another, and a great deale amongſt. tiall Per⸗ 
chants; and fo; ſome had much ready money, which he imploy⸗ 
ed in diuers — — — and became Aduenturer at Sea, 
hauing (by Gods bleCing)many a pꝛoſperous voyage, where: 
vy his riches daily increaſed, 

a Jt chanced vpon a time, that being in his ſtudy, caſting 
vp his accounts, he found himſcife to be clearely wozth twelue 
m thirteen thouſand pounds, which he finding to be lo, he called 
his wife to him, and ſaid: | 

- Thelaſt dap 8 caſt vp my ac tounts, i J find that Al 

D N 


mighty God s godneſle bath lent mee thirtœne thouſand 
pounds fo maintaine vs in our old as ch his g2acfous 
gwdneſſe towards vs, let vs with zu whole hearts giue his 
glozious Pateſtp eternall pzaiſe, withal p2ap vnto him. 


that we may ſo dilpoſe fhereof, as may be to his honour, and the 
comfo;t of his poze members on earth, awd akoue our neigh- 
bours may not be puffed vp with pzide, that while we thmke on 
our wealth, we fozget God that fent it vs, fo? it hath bene an 
old faping of a wiſe man, that abundance groweth fromrtches, 
and d{ſdaine oat of abundance : of which God giue vs grace fo 
take herd, und grant vs a contentedminde, 

So bone as he bed ſpoken this, they heard one knocking 
haftily at doze; whereupon heeſent Florence to ſee who it was, 
the Mayden comming againe , fold her Paſter it was one o 
my L02d Payo2s Officers that would ſpeake with him. The 
Dfficer being permitted to come in, alter due renerence, 
ze ſaid, Sir, it hath pleaſed my L 02d Maxoꝛ 2 with che wo: - 
Hipfull Aldermen his bzeth2en, with the connlellof the whole 
conmunalty' ot the honourable City, to chaſe pour woꝛſhip 


Shiriffe of London this dap, and haue ſent me fo deſire pou 2 


— 
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come aud cerfific your minde therein whether you be confentey 
to hold the plate oz no. bs 

Maſtet :y<: hearing this, anſwerev he would come to his Ho⸗ 
nour andthefr wozſhips mcontinent, and reſolue them what hes 
was mindedto dee; and ſo the DEicer departed. 

His wife, which allthis while liftned vnto their talke, hearing 

whthe caſe ſtod, with a ioytull countenancemeting her hul⸗ 
and, taking him about thenecke with a louing kiſe, lapd, Ma 
ſter Sheriffe, God giue thee fop of thy name ard place O wife 
(quoth he) mp perſon is farre vn y of that place, and the 
name farreercedes my degree. 8 

What, content your leite god 233338 ſhe) and dil 
able not your ſelfe in ſuch ſozt, but be full vnto God foz 
that you haue, and doe not ſpurne atſuch nas God len⸗ 
deth vnto you: the Lozd be pzapſed ſoꝭ it , you enough to dif- 
charge the peace whereto you are called with credit: and wher⸗ 
foze God gods, buf therewithall to doe him and your 
Countrey ſerufce » Woman (quoth he) it fs an old pzonerbe, 
Soft fire makes ſwete mault: Fo2 ſuch as take things in hard 
| raſhly, repent as ſuddenly : to be Sheriffeof London is no little 


coff, Conũ der firft (quothhe)what houſe JF ought to haue, and 
what coftly oꝛnaments belong thereunto, as bh of Ta- 
piſtry, cloth of Arras, and other ſuch like, what toe of Plate 
and Goblets of Gold, what coftlyattire,and what a chargeable 
traine, and that which ts molt of all, howgreatly ſtand charg⸗ 
ed beſide to our Sour LodtheRing , fo2 the anſwering 
ofſach pziſoners as ſhallbe committed to m tuſtody, with an 
hemdꝛed matters of ſuch impoꝛtante, which are to ſuch an Df- 
fice belonging. : 

Gwd L020 Pusband (quoth ſhe) what nie de all thefe repeti⸗ 
tions e Yon neede not tell me it is a matter ofgreatcharge:not- 
withſtarding 3 verfly think e many heretoloze haue with great 
credit diſcharged the plate, whole wealth hath not in any ſoꝛt 
bene anſwerableto pour riches, and whoſe wits haue beene as 
meane as pour olone: truely Sir hal J be plane 2 J know not 
anything that is to be ſpoken of, that you want to perfozme it, 
but one ly your god will: awd fo lack god will to doe your Kin 
and Cotintrey — were a ſigne of an vn woꝛthy lubiect, whec 
3 ute (Tar her hnobard arid) thou voſt hold me here with 

e er 
p2iftle pꝛattle, wolle the time on, tis high time J were 


e ts Guild ⸗Mall, J doubt r — by 
canflngmy py os, md the de reft to flap my tetfare. 


| 


| 
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And he hating made himſelke ready, moet fo goe betoze fach 
an aſſembly as he went vnfo, bee went ent ol dozes, at 
—— hrs wife called alter him, ſaying: and holding vp 
r _ 
us band, remember, vou know what J haue ſafd : takt heede 
yo! diſſemble not with God and the wozld, loke to it Þagband : 
- 1 get you in quoth he, about your buſi nete, andſo 
Y . 5 

Ao ſone as he was gone out of fight, his wife ſent one of his 
men after him to Guild Hall to hear ken and heare, whether her 
A928 72 place oz no: and it he dee, bʒing me wezd with 

: | p a f 

I will Piftrefle quoth her man. 

Now when Haſtor Eycr came to Guild Hall, the Lozd Pays; 
and his bzethzen badhimheartily welcome, ſaying : Sir, the 
c ol the City hauing a od opinten of pou, haue 
choſen 1— one of our Sheriffes fo; this peare, not doubt ing 
bat to finde pou a fit man foz the place. 

My godLo2d-quoth he, J humbly thank fhe City foz their 
£ourtefie and kindneſſs, and would to God my wealth were an⸗ 
ſwerable to mygod will, and my ability were able to bears ſt. 


But à And my elfe inſuffictent ; Jmolt humbly deſire ayeares 


1 moꝛe, and pardon fo: this pꝛeſent. 

t theſe wozds, a graue Commoner of the City ſtanding vp, 
with due reuerence ſpake thus vnto the Payoꝛ: My god Tozd, 
this is but a lender excuſe foʒ Paſter Eyer tõ make: foz 3 haue 
often heard him ſay , and ſo haue diners others allo, that he 
bath a Table in his houſe , whereon hee bzeakes his faſt e- 
ner dy, that hee will not giue ſoꝛ a thouſand pounds: Where 
foze (under vour Lo2dhips cozrection ) in my ſimple tudge⸗ 
ment, A thinke hee that is able to ſpare a thouſand pounds in 
ſuch a dead commodity, is very ſuffictent fo be Sheriffe of 
London, Ses vou now, quoth mp RL 02d, Jmuſe yo Eyer, that 
pou will haue ſo lams an excaſe befoze bs, as fo take erceptt- 
ons at your ewe wealth, which is apparantly pꝛoued ſufff- 
cient ydu muff know Paſter Eyer, that the Commons of 
Londen haue ſearching eyes , and ſeldome are they deteined 
Ä & > pos and therefo3e loke what is done, you muſt 

o it. 

A beſeech you my L. oꝛd (quoth Paſfer Eyer) giue me leave fo 
foeak one 6 70. l. of it be granted, that J will not giue 
ble whereon Jbzeak my faſt foz a thouſard pounds , 

quence to pzone it is wozth lomuch, m fancy 
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is all: fo doubt leſſe no man here would giue me a thouſand 
ſhillings fo2 it when they ſ& it. All is one foʒ that, quoth ny 
IL 03d Papo, yet dar? 3 giut you as much wine as vou will 
fpend this yeare in your Sh2tualry to let me haue it: my good 
A 02dqueth he, onthat condition F will hold my plate, andre ft 
no longer troubleſome tothis company. Mou mult hold, ſaſo my 
Loꝛd, without any tondition oz exceptions at all in this mat ter: 
and fo they ended. 

The ACembly being ſheu bꝛoken vp. che voyce went Paſfer 
Eyer is Sheriffe, aſter byeris Sheriffe, Wherewpon the fel- 
 lowthat Miſtris Eyer ſent to obſerne how things framed, ranne 
home in all haffe , and with leaping and re(oycingſaid:Piftris, 
God giue you foy , fo2 vou are now a Gentlewoman. What, 
quoth thee, tell me ſir ſawce, is thy Bafter gherife, oz no: 
and doth hee hold his place » Mes iſtriſſe, heholvs it nowas 
faft as the ſtirrop doth the hooe while wee ſow it; Why then 
(quoth ſhe)J haue my hearts deũ re ano that Jſolong loked foz, 
and ſo away ſhe went. 

Within a while after tame her husband, and with him one of 
the Aldermen, anda couple of wealthy Commoners, one of 
them was he that gaue ſuch great commendations of his Ta⸗ 
ble, and comming fo his doze, heſaiv, You are welcomehome 
god Paſter Sheriffe, Nay, J pꝛay cu, come in and dzinke 
with me befoze you goe. 

Then laid he, Wife bzing me foꝛth the Paſtte of Ueniſon,and 
ſet mehere my little Table that theſe Gentlemen map eat a bit 
with me befo2e they goe Mis wife which had bene off vſed fo 
this terme, excuſed the matter, ſaying ; The little Table! good 
Xoꝛd husband, J doe wonder what you will doe with the little 
Table now. knowing that it is vſed already - J pꝛay you good 
Hus band, content your ſelfe, and fit fat this great Table this 
ence, Then ſhe whiſpered him in the eare / ſaping : What man 

l we ſhame our ſelues - What ſhame- ( quoth he) tell not me 
sf ſhame, bt doe thou as thou art bidden; fo2 we are thzœ oz 
four? of vs, then what we doe troubling the great Table⸗True⸗ 
ly (anſwered ſhe) the little Table is not ready: now god Png- 
band let it alone 


Truſt me we are fronbleſome aueſfs(ſaid he Alderman) but 
pet we wouldfaine ſ&@ your little table, Yecauſe ff is ſaid to be of 
ſuch p2tze. Mea, ans it is my mind you hall,qnof r Eyer; 
therefs2e he called his wife agafne,ſaying : God ,diſpafch 
and pꝛepare the little table: foz theſe Gentlemen would faine 
haue a vie wel it. {> hh | | os 


— 
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Wherenpon his wife ſcing bim (6 carne, ac coding to her 
wonted — mtr — ſeife — aa 
low ſtale, laid a faire euer her kn&s, and ſet the 


ter with the paſte of Wentſon thereupon, and pzeſently a 
fr rot 1 and a 15 of Toles fo fo; 


which they d 
ard hear! ghter, a 5 Mbp 
table you held lo deare - Pes truely quoth he; Now verily, 

quoth they; vou heretn haue 81 — 2 expectatien. 

Enen ls 5 ſe: queld Pe, Ut making me Sheriffe : but 

Forge. 1 welcome, and J will tell voutrue, had J not 

wondzons well of vou, pou had notſeene my table 

— apy. Ithinke, did my Lo2d Pays: ſ& it as Ao ned] doe, 
he would tepent his bargaine ſo haſtily made. 1 — 

* IF — of —.— neuer the wo2ſe- Hoh aue 4 — any 

) andſo after much pleaſant talke, de par⸗ 

fy, caving — of Paſter Sheritres little tat oner 


ming v — — of that Gip, that firf# did 

bing bim| his wenith, ans befs2e that time the ſigneof the Black 

Trat wasneuer fene oz known in any place in oz about fir 
p of London. 


CruaP, XIII. 


How Harnce having circumvented Tobs the Frenchmans Love, 
Was s by him and others finely deceived at the Garden, 


Now af that time Joka the Fzenchman, and faire Florence 
— both at variance, as pou heard befo2e, by the Dutch 
dealing . by which ſubtfifyhe ſought meanes to win fa- 
gour vonr fo: himirite. which Jahn ſhe F2enchman perteiurd, and 
terte went about not oneiy ts pꝛũent him, bat to take revenge 
an him koꝛ his deteitfulneſſe. and mis ting Florence ag ſhe went 
into the Garden lo flowers, he hegan to talke thus vnto her · 
What Florence, pou gore to the Garden ⸗ And how the n, 
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uoth che, what haue pon to ſay to that . $efennething, 
— bee diſcontent ; you no ſpeake a mee, pou no ne 2 
noz you no dzinke with mes, noz noting, ah Elorcnce, how 
chance dat: | - 

Gos get thee hence, pzating fole, quoth bær, J d2inke with 
thee-thou ſhalt be pie⸗peckt firft-Pie-pecke-What be pie⸗peckt 
a hea - Be got Florence, you make me a Zacke nape, vou mocke 
a me, and call me fhiften Ja», and you be lo pzond, becauſe Haunce 
loue you, dat ſhall be maruel! : but and ff you call me ſhiffen Jon 
any moꝛe, par ma fox ſhall not put vp, ſhal not take at pour hants- 
Mho told you, that J called you ſhitten John, queth Florence, J 
neuer tallẽd youſo No Florence! pou no calla me ſhitten lohn- A 
fo meſhant villain 1 Haunce tell à me ſo: J neuer ſaid ſo, 
quoth Elorence. But Haunce told me that you made pour boaſt that 

was at a becks of pour finger; and that you could make mee 
ollow you vp ard do wne the whole City foz a pinte of Mine; 
no, 3 would you ſhould well vnder ſtand, J will not follow a bet⸗ 
ter man than you. Of me let Flerenee me neuer ſea ſa. No: pes, 
— ſhe, but you did, A tan tell pott by a good token, fo2 that 

ry time that ſhould haue met you at Id ington, vou ſaid it, 
and made me a fole to come ouer fhe fields to you, and when all 
=_ toall,you ſent Haunce to fellme pou were gone there hence 
ong agone. | | | 

Ahcet toking Haunce.gtoth lohn, be des ten bay. tis true, foz 
me tarry dere mo2e den one, two, tre houre, and had pꝛouide 
ſhapon-de rabft,de creame, ve puding-pte, andtwentyding moze. 
Well howſoeuer it was J am ſure J was made an afſe bet wirt 
vou and fo2 that cauſe F will beware how ew kindneſte a⸗ 
gaine to any: therefoze Iohn J p2ap pou be gone and ſecke ſome 
other tompany, fo2 you ſhall not goe with me: Mo ſapd lolm ⸗ 
Well den adfeu Florence and ſo hep parted. 

Now ft is to be vnderſtod, that Haunce had pꝛomiſed Florence 
fo meete her inthe Garden, and to b2ing with him a bottle of 
Wine, and there in ſhe pzeſence of a Papde o2 two moze, fo 
make themſelues [ure together: and ſhe fo2 that purpoſe, had 
carried with her a god co2ner of a veniſon paſtie, But there 
was an Engliſh Journey man in the houfe cald Nicholas that vis 
derſtod thereof, who meeting with Lohn the Frenchman, he 
made him pꝛiuie thereunto ſaying ; Truſt we inn, if thou wilt 
be ruled by me, we will not onely dilapoint this match. but alſs 
with cheir good cheare make our felues merry. lohn, who was 
glad and ready to doethe the Duchmen anꝝ iniury, confented to 
{sllow Nicholas hit toimſell in any thing, Th 

en 
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ben, quoth Nicholas, ff all be thus: A will goe fo the 
Garden, and ſtap fog Haunce his comming with the wine, ans 
in the meane ſpace doe thou hide thy ſelle vader one of the her ⸗ 
ges of the Garden on the other ſide, and with thee take a couple 
of pots, and let the one be empty, and the otherifilled with wa⸗ 
ter, amv when klaunce is coms into the Garden with bis bottle 
of wine (now he will not let meſe it by his good will, r.ot- 
withſtanding) ile obſerue- well where hee Both ſet it yowne, 
and then J will finde the meanes, while they are buſte in toy- 
* tonuey the bottle of wine through the hedg« 
fo thee, and likewiſe the Uenilon : then emptying the bottle, thou 
ſhalt All it with water, and thzuſting it thzoughthe hedge again, 
it ſhall be ſet where firi{t it was found, which being done, thon 
Walt haffily rap at the Garden doze, at what tiniẽ they hal be 
fold that it is my Paſter oꝛ ꝙſtris, which they hearing wil be in 
ſuch amaze, that on a ſudden they will not know which way to 
turne themlelues, eſpectally fo2the conue ping away of Haunce: 
— when pon haue knockt twice ez thzice. and that you 
zeare no * to the dooꝛe, get vou away, and ſtay fo; 
me at che Roſe iu Barking , and there we will dzinke vp their 
whey — vp the Uenilon: and this being done, wele laugh 
mto ſcoꝛne | 
- Traely Nicholas, quoth John the F2enchman, this will be 
ane, , any fhercupon they- p2epared themſelues to doe the 
Teaf, Nicholas 'fherefo2e got him into the Garden, and. by 
and by alter comes Haunce with the bottle of Wine, who. 
knocking at the Garden dooze was ffraight let in: buf 
ſeeing Nicholas there , hee ſecretly ſet his bottle in a coner: 
but Nicke, who had as ſearching epes as Argus in his bu⸗ 
fneſſe , quickly did as befoze hee had deferminev, and in ffead 
of wine ſet the bottle downe againe.where he firſt ſound it full 
of water. ; |: 

Then comes John, and luſtlly knockt at the doze. There is 
our Maſter and Miſtris (quoth Nicholas.) Alas quoth Florence, 
het fhall wee doe fo2 Haunce : then rapt hee at the dooze 
againe; Alas, quoth ſhe&. get you over thehedge, ſhall J open 
the dwꝛe quoth Nicke : O no ſald Florence, not yet god Nic ke. 
Mith that he knockt moꝛe haltig. Anon. anon, quoth ſhe. Bente 
Haunce: Goe to the doe Nicke, Who is ſhe re, guoth he + And 
with that opening the doe found iuſt no body. Truely Florence, 
ſaidhe, they are gone whole euer they were. God be with you, J 
can ſtay no longer. | 
When he was departe d, che Patdes wiſhed that Ss had 
. bene 
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cauſe him to be diſguiſed , that he ſhall neicher be able fo ſtand 
no2 goe; and while he lies parbzeaking his mind, Ile coc 
marry the Palde. The Frenchman hearing: this, ſcrateht his 
head, and rubbing his elbow, ſaid, Ma toy, Nicholas, dis be de fine 
trick: how ſhal we get him foztha dozes - Excellent wel, quoch 
Nicholas, fog there is a new Jqurney-man came to Towne with 
Sir Hughe; bones at his hack, and you know, that we being of the 
Gentle Cratr, muſt got giue him his welcome, and J wil tel Haunce 
thereof, who being now vers iocund, by reaſon that his marriage 
is ſo nere, will not deny to come, I know. Therefoze you and 
the ſtranger Journep-man ſhall goe befoꝛe to the Tauerne, and 
then J wil goe fefch him. Abeene, content, tontent ſatd ohn. 

And ſo tothe Tauerne he haſted with the ſtrange man. Anon 
comes Nicholas and Haunce, and with them t wo 02 ther Journep⸗ 
men moe, and all to the new Journey man: ſitting down, they 
got Haunce in the midſt, called toy wine luſtily, and ſuch varieties, 
as the Dutchman was lane ſet packing; koz every one ſought to 
ouer-charge him, and be ing Himſelfe of a god kinde to !ake his 
— 59 ſpared not to pledge euery man. At what time in the midſt 
of his cups, being well whitle d, his tongue ran at randome (as 
wine is the be wꝛayer of ſecrets) ſo it pꝛoued by him, koꝛ there he 
opened to his companions al his whole mind, ſnying, My hearts, 
fo2 all J ſit here, I muſt be a married man ere moꝛnino. God 
glue you toy { quoth they) but who ſhall you marry”, fad Nick, 

lorence * Yea, Florence, ſaydthe Dutchman, that is the alle 
that J doe loue. and all the woꝛld cannot de ceiue me of her now. 
Jam the man that muſt haue her Maiden ⸗ herd, and this night 
we muſt be married at the Abbey of Grace ; md if you be gd fcl- 
lowes, noe with me to Church; will you g de with me? Will we 
ged with th{e - (ſaid ohn F2enchman) that we will. © tohn(Taia 
Haunce) J haue wiped your noſe, and Nickes fo, ou muſt werre 
the willoty Garland. Well, what remedy (quoth the y) if fs tha 
better foʒ you: but in faith Hwnce,: ſrefnceit igfo (quoth Nicke) 
wer le haue one pottle of wine mo2e, thet we muy dꝛinke to the 
health of your faire 1B2ide- Ile pledge her ff it bee a gallon 
(quoth Haiince, ) Be myfef and trot, ſaid ohn, weele haue acal- 
on. Bea Dꝛawer, where be you⸗ Xp2ay yon bꝛing me a gallou 

de beſt Claret and a gallon of de beſt Seck, ſhal make merry 
Iſet: what Florence be merry ar? ⁊ no know » But by the time 
this wine was dumke „ Haunce was lapy vp. f62.1 P; 


moze that night. When Nicke perteiued that, he tolg 

ont of the Tanerne. mb wontfo meete ron cent f ko l 3 

place; but ohn quit kly miſcing him, knew tkraight whereabont 
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he went, got him pꝛeſcutly to the Conſtable of the Poſtetn Gate 
ant told him, that Nice had layd a man fo; dead in Tower Urat, 
and that he was gone to ſaue himlelte vnder the pꝛiuiledge ot 
the Abbey of Grace ; but (quoth he if you wil goc along, 3 thall 
ing him out with faire woꝛ ds vnto vou, and tien J delice you 
to clap him vp to anlwer this matter in the moꝛning. But where 
d well ou, ſaid the Conſtable⸗ J doe dwell with after Alder⸗ 
man yer (quoth lohn) and there you ſhall haue met all times. 
The Conſtable did as ohn hade him, and committed vicholas to 
pꝛiſon. In the meane ſpace, lorence, and an old woinan ol Zow- 
er ſfrett ſaid that they did goe to a womans 12vour, and by that 
meanes they paſſed along bythe lat ch, and to the Abbey ot Grace 
they tame. They had not long ben there, but that on French- 
man met ing them, laid; Florence, well met, here is a fit place to 
finich that J haue long loked foꝛ: ohn (quoth ſhe) thor. art like 
an euill ſpirit that muſt be coniured out befoꝛe a body tyall get 
anyquictncſſe, vꝛge not me vpon any ſuch matters, to: you be 
not the man J lok e foꝛ, and the refoꝛe, as tak ing little pleeſure 
in your pꝛeſence as of pour pꝛoffers, J wou d be very glad to 
Te your back. What, laid ohn, haue you no compaſſion vpon a 
poꝛe man - you be hard hearted indæd. But as he was vtterng 
theſe ſpeeches, it was his wifes chance to heare his tongue, be⸗ 
ing newly come from the Barge af Yill:iaz/zace, and at that time 
going towards Saint Kacharines, to ſee if ſhe cou d mert withfome 
of her Country folkes, that could tell her any tydings ok her 
husband; but as Ifaid, heerino his tongue, and knowing him by 
dis ſpe ch, ſhe ſaid, What, lohn Denerale my hue bard hn De⸗ 
nevale? What make you wed pꝛetty wence hes: at which wo:ds 
John was ſtricken into ſuch a dinnp, that he wiſt not what to ſap; 
not wit hſtand ing, hearing Florence fo agke if ſhe was his wife, 
he anfwered 4 ſaid, Bea. © thou diſſembling fellow.quothſhe,ts 
ſt euen ſo - Didſt thou fay thou waſf a Brtcheller, ſæking to 
marry me, ⁊ haſt a wife aliue-now fic on thee: O god Lo2d,how 
was J bleſt to eſtape him: nav, now A ſ, that H:unce map haue 
a wife in Flaunders fo, although he be here: and there foꝛe by the 
grace of God, J will not marry a ſtranger. O (quoth hn) v 
thought my wife had been dead, but le ing ſhe is aliue, I will 
not loſe her foꝛ twentythoufand erowns, So Floren-c departed, 
and left lohn with his w'fe. 
, Haunceneuer waking vnti!l tt was next day at noone ; 


ow, ©:2 | 
25 e law he had oucrſlept himſeife, being very ſo ry, hee 


ne, not knowing how to excuſe his follp fo Florence; 
enow btterly fozſoke, as well in regard of his dꝛun⸗ 
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kennes, as fo: that being a ſtrang er, he mighi⸗like lohn French⸗ 
man haue ano:hcr wife liumg. But Nicholas that all this white 
lay in pꝛiſon being bzought befs e Alderman E-ycr, rehcarſed che 
fruth, and cr autug pat don fo2 his offence, was without moꝛe a- 
doe deliuered. And lorence being called befo:e him, he made vp 
the match bet wan her and his may Nicholas, merrping them out 
of his houſe with credit, otuing them a ga d ſtocke to begin the 
wo ld withall: a ſo foꝛ h Frenchman he did very much, and 
ſhewed himfclfe a god Paſter to his men Haunce, and to All the 
re ſt of hisſcruants, „ 


CnaP. XVI 
How M. ter Alderman Eyer was cho Lord Mayor of Lon. 
don and how he teatted all che Prentiſes on Shrove-rueſday, h 


/ Ithin a few years after, aiderman yer being choſen 
w Mayo? of London, changing yisc opPy, he — — 
the Wozlhipfull Companp of Ozapers, and foz this yere hee 
kept a moſt bountifullhouſe, At this time it came into his mind 
what a pʒomiſe once he made to the P2entifes,; bring at bzeak⸗ 


faſt with them at the ir going to the Conduit ſpeaking to his La-. 


had within theſe thirty peeres - And how Ar eatiy hath the Lo:9 
rt Ld 


J doe remember when J was a young Dꝛentiſe, 
match J made vpon a Shꝛone⸗tuefday mozning , bes 
the Conduit, among other of my compantons; fruft- mee 
_ (quoth he) tis wo2th the hearing, ad Ale tell thee hoty 
it fell out. . 
Akter we had filled our Tankerds with water, there was 
ſome would nerds haue me [ct down my Tankard, and goe with 
them to bꝛeakkfaſt Cas many times vefo2e 3 hay done) fo which 
J conſented : and it was a bzcokfaft of jPudding-ptes, J ſhall 
neuer foꝛget it: But to make ſhozt, when the hot came fo be 
payd, each one dzewout his money, but Jhad nat one ennp 
in my purſe, and credit had none in the place; which when 7 
beheld, being abaſhed, J faid ; Mell my Matters, doe you gie 
me my breakfaſt this time; and in requttall thereot᷑, tf euer de 
Mapoꝛ of London, Ile beſtow > Ions 
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the City: theſe were the wo2ds, little thinking (God wot that 
euer it ſhould come to paſſe : but ſuch was the great godneſſe of 
our God, whoſetteth vp the humble, and pulleth down the pꝛoud 
to bzing whom he pleaſcth to the ſeat of Bonour. Foz as the 
Scripture witnefſeth, Promotion commeth neither from the 
Eaſt nor from the Weſt, but from him that is the giver of 
all good things, the mighty Lord of Heaven and Earth: 
Whercfo2e wife,ſceing God hath beſtowed that vpon me that 3 
neuer loked fo2 ; it is reaſon that J ſhould perfozme my y20- 
mile : and being able now, Ile pay that which then J was not 
able to doe: fo2 J would not haue men ſay that J am like the C 
Hon tree, that neither beares leafes no2 fruit, Wherefo2c wife, 
ter ing that Shꝛoue tuel day is ſoneare at hand, J will vpon that 
day fulfill my p2omiſe: which vpon that day J made. Truely(my 
202d) qd che, I wil be right willing thereunto. Then anſwered 
my Lo2d, as thou doſt lone me, let them lacke neither Pudying- 
es wy Is „ and loke what efher god cheare is to bee 
had, J will referre all to your diſcretion. Perenpon great pꝛo⸗ 
viſion was made fo2 th: Pꝛentiſes bꝛeakefaſt: and Shzoue⸗ 
tueſday being come, the Lozd Mayo? ſent woꝛd tothe Alder 
men, that in thefr ſeuerall M ards they ſhould ſignifie his minde 
to the Citizens, to craue their fauoꝛs that their Pꝛentiſes might 
come to his houſe to bzeakfaſt, and that foꝛ his ſaky thee might 
play all the day' after, | 
Pereupon it was o2dered, that at the ringing of a Bell in e- 
bery Pariſh, the Pꝛentiſes ſhould leaue woꝛk and ſhut vp their 
Mops foz that day, which being ener ſince yœrely obſeryed, it 
is called the Pancake bell, The P2entiſes being all aſſembled, 
my L oꝛd Nayo2s houſe was not able to hold them, they were 
ned a multitude : ſo that beſides the great Ball, all the gardens 
re ſet with Tables, and in the batkſide Tables were ſef, and 
euery other ſpare place was alſo furniſhcd: ſo that at length the 
Pzentiſes were all placed, and while meat was bzinging in. to 
Delight their eares, as well as fo fæde their bodies, and to dꝛolun 
the noiſe of their p2aflings. Dꝛums and Trumpets were plea⸗ 
ſantiy ſounded: that being ended, the Waits ok the City. with 
diuers other ſoꝛts of muſicke played allo to beguile the time, and 
to put off all diſcontent. a 
Affer the firft ſeruice, were all the Tables plentifully furnich⸗ 
ed with Pudding ⸗ tes and Pancakes. in very plentifyll man; 
ner; and the reff that remained was ofucn to the pooze, Wine 
a Ae fn very great mesſure they had giuen, inſomuch that 
they had na lack, noꝛ exteſſe to taule them to be dilozdered os 
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bene thcre againe, Alas pate fellow(quoth they) is he gone, 
lett his bottic behind him 2 Marry J ain glad ii at it is no wo. le, 
guoth l lorence: And now, ti àt th. wine is dere, we will dzmke 
it fo; his ſake, am haue here a mozſeil ol Ucuiſon, that will 
giue it a god reliſij: and th. rc wit hall la i ing io) it, tc tound che 
cloake,but th. mrat gone. Nowa venge an ce on u quot te /one 
gkurup cur o2 othcr hath cot into the Garden, aud twk awap the 


meate. 

O God, what ill luck is that (quoth the Maide!) a murren on 
that cur that got it: but ſe ing it is gone, tare well it. Well, ſaid 
Florence, here is the wine yct, J know it is excellent gad: to. he 
told me he would bzinga boitle of the beſt Renilh wine that 
could be bought m1-0n4un; and Jam certame he is as god as his 
woz d. But belecue me ſoane, he is as Rind⸗hearted, and as tos 
uing a fellow as cuer p2ofeſſed loue to any: 3 allure ron, che t 
here is a cup of Mine that the Ling might dzinke thereot: but 
howſhall we doe fo: a glaſſe - Werle d2ink it out of the bottle, 
ſatd loanc. Not ſo (quoth 1locence) J doe loue to ſæ what J dzink, 
and the re fore Ale L-Mrewa glaſſe, at the next houſe. And while 
the goes fg: a glafl”;, ſaid joanc to her ſelle, Jle haue a taſte of it 
befozc ſhe returnes againe : and then letting her hard vnto the 
bottle, and the bottle to her mouth, ſhe dꝛanke a gad dzaught, 
and finding it to be ſomething thin in the going down, ſhe ſaid to 
geſſe that late by: Credit me now, but fo2 the name ol Wine, 3 
haue d2unk as god water. It is Neniſh Wine (quoth Bciic)and 
that is neuer ſtrong. at may be made ofraine well enough, quothj 
Joane, At which woꝛds Florence entred with a glaſſe: and pow- 
ring it out into the glaſſe, ſhe extolled the colour, ſaymg : Se 
what ab2ane colour it hath, it is as cleare, J doe aſſure you, as 
rock-water : and there withall d2inking it off, he ſaid, it dzinks 
verpdead: Df a rroth (quoth ſhe) this is but Fad Mine, it is e⸗ 
uen as dead as a doe nayle: and ſo filling the glaſſe againe, ſhe 
gaue it vnto Bec : ſhe taſting thereof, ſaid : Paſlion ot me, this 
is plaine water. Water,ſsid/oanc : is it water: let me taſte of 
it once again: by my Mayden · head it is water ind rd (quoth the) 
Water, ſafy Florence, verily you haue playd the d2abs in dꝛinking 
out the Wine, and filling the bottle againe with water. Of my 
faith (quoth )oane) pou ſap not true in ſo ſaying: J would you did 
vnderſtand, we played not the dzabs in any ſuch fot, but Haunce 
rather plaid the Knaue,that bzought vs water in ſtead of Wine. 
Nay\(quoth Florence) J dare {weare foꝛ him that he would 
not ſerye pouſs ſoꝛ allthe wealth my Hafter is woꝛth. And J am 
perſwaded ff was no body but 1 that did it: but in katth 
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vau might haue dealt ſo with another, and not with me, Nay then 
(quoth they) you need not to ſerue vs ſo, tocauſe vs d2ink water 
in fead of Mine: and we would vou ſhould think, although vou 
be Pater Sheriffes Maide, we loue our mouthes as weil as you 
doe yours foꝛ your life , and it was but an homelyrecompence 
tod our god will, 7 tell you true: neither doe we care How little 
we come to be thus deluded. Goe tw, nec to, ſaid Florence, pou 
are like to Penelope's puppy, that doth both bite and whine, A 
&now you well enough, Know vs (quoth Joane) That doe you 
know by vs- we defte you foꝛ any thing you can ſap by vs. Know 
vs: Nap, it were well if thon didſt knowthyſelfe ; and heareſt 
thou? thonghthou haſt thy — met thee at thy plea- 
ſure, and we haue not: no, know vs - we are knowne to be as 
— — thon art, oz elſe we ſhould be ſozry ; and ſo ſhe departed 
na chafe, 

Now /ohn the F2enchman and Nicholas hauing eaten the Uent- 
ſon, and dꝛunk vp the Mine, came back again time enough to 
hcare allthis ftrife, whereat they greatlyretoyced. But ſo ſone 
as Florence did met with Haunce again, ſhe kept no ſmall tir foꝛ 
mocking her with a bottle of water: about fhe which they fell 


at variance, in ſuch ſo2t that they were not friends fo2 along 
time after. 


5 
5 don 
tue the Dutchman the flam⸗ 


whatwyoudoe, Parry)" quothHe, pr 2 
loneth tomzinke well aw bythat he lo 
lole hin c d dcr us n wi jney woe 
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in the middeſt ol this their merriment , the Loꝛd Mayoꝛ in his 
Scarlet gown, and his Lady in like manner went in amongſt 
them, bidding them al moſt heartily welcome, ſaping vnto them, 
that his pꝛomile ſo long agoe made, he hath at length perfozmed. 
At what time they (in token of thankfalneſſe) lung vp their 
Capo, gtuing a great ſhout, and incontinentlythey all quietly 
departed, 

Then after this Sir Simon Eyer buflded Leaden-Hall, appoin⸗ 
ting that in the middeſt thereof, there ſhould be a @arket place 
kept 1 fo2 Leather , where the Shomakersgof 
London, fo2 their moze eaſe, might bupof the Tanners, 
without ſeking any further. And in the end, 
this woꝛzthy man ended his life in 
London With great 
Honour. 


FINIS. 
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